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Regulations 


TITLE 14—CIVIL AVIATION 
Chapter I—Civil Aeronautics Board 
I Amendment 60-3, Civil Air Regulations] 
Part 60 —Air Traffic Rules 

DEVIATIONS FROM LEFT-HAND CIRCLE RULE AT 
AIRPORT OR LANDING AREA 

At a session o i the Civil Aeronautics 
Board held at its office in Washington, 
D. C.. on the 18th day of August, 1943. 

Effective August 18, 1943, § 60.3301 of 
the Civil Air Regulations is amended by 
striking the following: 

♦ * * * * § * or unless the Board has pre¬ 

scribed, in the interests of safety, a dif¬ 
ferent procedure for the particular air¬ 
port or landing area. 

and inserting in lieu thereof the follow¬ 
ing: 

• • * or unless the Administrator 

has prescribed a different procedure for 
the aii-port or landing area alter finding 
that such procedure is required in the 
interest of safety. 

(52 Stat. 984, 1007; 49 U.S.C. 425, 551) 
By the Civil Aeronautics Board. 

[seal] Fred A. Toombs, 

Secretary. 

IF. R. Doc. 43-13847; Filed. August 25, 1943; 
9:03 a. m.] 


TITLE 29—LABOR 

Chapter VI—National War Labor Board 
Part 803 —General Orders 

WAGE AND SALARY SCHEDULES 

§ 803.31 General Order No. 31. The 
following regulations supplementary to 
General Orders 5, 6, and 9 relating to 
wage and salary schedules and to plans 
for. making individual wage and salary 
adjustments under such schedules are 
hereby adopted: 


I. Employers of 30 or fewer employees. 
Without regard to the requirements of Gen¬ 
eral Orders 5, 9, or 31 an employer of 30 
or fewer employees may. without approval 
of the National War Labor Board, make Indi¬ 
vidual increases In the wage or salary rates 
of his employees for particular Job6 as a re¬ 
ward for improved quantity and/or quality 
of work or service, Provided, That: 

A. The total of such increases to any indi¬ 
vidual employee (subject to National War 
Labor Board jurisdiction) shall not exceed 
10 cents per straight-time hour during any 
year (beginning July 1. 1943), and the total 
amount expended on such Increases during 
any such year shall not exceed an average 
of 5 cents per straight-time hour for all the 
employees In the establishment 1 whose wage 
or salary rates are subject to the Jurisdiction 
of the National War Labor Board. 

B. Such increases shall not be made the 
basis of an application to the National War 
Labor Board for approval of increases to 
eliminate intra-plant inequities. 

C. Such increases shall not result In the 
payment to any employee of a rate in excess 
of the highest rate paid by the employer be¬ 
tween July 1, 1942 and June 30, 1943, for 
Jobs of similar skill, duties, and responsi¬ 
bility. 

D. Such increases shall not result In any 
appreciable increase in the level of produc¬ 
tion costs and shall not furnish a basis 
either to increase prices or to resist other¬ 
wise Justifiable reductions in prices. 

E. Such increases shall not be made con¬ 
trary to the terms of any collective bargain¬ 
ing agreement covering any or all of the em¬ 
ployees of such employer. 

Such employer is not precluded from ap¬ 
plying to the National War Labor Board 
for approval of a schedule of making Indi¬ 
vidual wage or salary adjustments, as pro¬ 
vided below for employers of 31 or more 
employees. 

II. Employers of 31 or more employees. An 
employer of 31 or more employees may make 
Individual increases In the wage or salary 


> The term “establishment” as used 
throughout this General Order normally 
means a place of business of an employer. 
Such place of business may be a physically 
separate unit or a unit which is customarily 
distinguished for administrative purposes. 
An example of a physically separate estab¬ 
lishment is a plant or a retail store. An 
example of an administratively separate 
establishment Is a research laboratory or a 
general office. 

(Continued on next page) 
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rates of his employees under General Orders 
5 and 9 without Rational War Labor Board 
approval only under a schedule which con¬ 
forms to the following standards. 

In order to have a ‘'schedule*' within the 
meaning of General Orders 5 and 9, an em¬ 
ployer must satisfy the following two re¬ 
quirements: He must have (a) job classifica¬ 
tion wage or salary rates or rate ranges and 
(b) a plan tor making individual adjustments 
within and between such wage or salary rates 
or rate ranges. 

A. Job-classification rates or rate ranges 
properly in existence do not require approwl 
of the National War Labor Board —1. A Job 
classification is a category of Jobs or posi¬ 
tions which are similar in nature and con¬ 
tent and in required amount of knowledge, 
skill, experience, and responsibility. A Job 
classification involves more than a mere de¬ 
scriptive title; the classification must be 
clearly defined and described. Where Jobs 
differ as to knowledge, skill, experience, and 
responsibility, there should be different Job 
classifications. (For example, typists, stenog¬ 
raphers, and secretaries should each be con¬ 
sidered separate Job classifications because 
the respective work differs as to skill, content, 
and responsibility. These three categories 
may not be grouped together in one Job classi¬ 
fication.) 

2. A Job classification rate exists where an 
employer pays a single rate rather than a 
range of rates for a given Job classification. 
Jobs remunerated on a piece-rate basis are 
normally considered to be in single-rate Job 
classifications. 

3. A Job classification rate range exists 
where an employer pays, for a given Job classi¬ 
fication, a number of rates varying from a 
clearly designated minimum rate to a clearly 
designated maximum rate. 

a. A mere descriptive Job title and a poorly 
defined or extremely wide rate range is not a 
Job classification rate range. 

b. The minimum and maximum rates are 
not necessarUy the lowest and highest rates 
being paid at a given time for a particular 
Job classification. For special reasons (e. g., 
lack of experience or superior ability) partic¬ 
ular employees may be receiving less than 
the minimum or more than the maximum 
rate. Moreover, it may happen at a given 
time that no employee is receiving the actual 
minimum or maximum rate for a particular 
Job classification. 

4. Job classification rates or rate ranges 
properly in existence are those (as defined 
above) which were (a) in existence prior to 
October 3, 1942; or (b) those resulting from 
permitted or approved adjustments subse¬ 
quent to that date; or (c) rates set for new 
Jobs under either the former or the revised 
General Order No. 6. Improper adjustments 
of rates for Job classifications or for indi¬ 
vidual employees are not a basis for deter¬ 
mining a Job classification rate or rate range. 

B. A plan properly in existence does not 
require approval of the National War Labor 
Board. 1. A ‘'plan'* is an orderly, definite 
procedure or a group of procedures for mak¬ 
ing adjustments, within specified limits, in 
the wage or salary rates of individual em¬ 
ployees (a) within particular Job classifica¬ 
tions and (b) when they move from one Job 
classification to another. 

Such a plan ordinarily includes (a) testa 
and procedures for determining whether em¬ 
ployees are to be given Individual rate ad¬ 
justments; and (b) limits on the number 
of adjustments, the timing of adjustments, 
and the average or total amount of money 
to be granted in the adjustments over a 
given period of time. (It is not essential 
that a given plan Include all the foregoing 
items.) 

2. A “plan properly in existence*' Is one 
(as defined above) under w r hlch Individual 
rate adjustments are made in conformity 
with the provisions of (a) a collective bar¬ 
gaining or other bona fide, established agree- 
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ment which was In effect on June 30, 1043; 
or (b) written statements, minutes, or 
memoranda of the employer which were in 
existence and effect on or before June 30. 
1943; or (c) a plan approved by the Na¬ 
tional War Labor Board or by any of Its 
authorized agents or agencies; or (d) the 
plan outlined below. 

C. Employers who have no plan properly 
in existence (as defined under (a), (b), or 
(c) of the paragraph immediately above) 
may adopt the following plan without ob¬ 
taining approval from the National War La¬ 
bor Board. Employers who wish to replace 
properly existent plans with the following 
plan may also do so without Board approval 
(but see Section III-A-5 below): 

1. Merit increases or automatic Icngth-of- 
service increases —a. Merit increases are in¬ 
dividual wage or salary rate adjustments 
made as a reward for improved quantity 
and/or quality of work or service. "Auto¬ 
matic length-of-service Increases’* are indi¬ 
vidual adjustments usually made automat¬ 
ically at the end of specified periods of 
satisfactory service. 

b. Both such increases must be made only 
within Job classification rate ranges (as de¬ 
fined above). 

c. The total of such increases to any in¬ 
dividual employee (subject to National War 
Labor Board Jurisdiction) shall not exceed, 
during any year (beginning July 1, 1943), 
10 cents per straight-time hour or more than 
two-thirds of the difference between the ap¬ 
propriate minimum and maximum rates, 
whichever increase is greater; and the total 
amount expended on such increases during 
any such year shall not exceed an average of 5 
cents per straight-time hour for all the em¬ 
ployees in the establishment who are covered 
by the plan and whose wage or salary rates 
are subject to National War Labor Board Jur¬ 
isdiction. 

2. Promotions or reclassifications involve 
Individual adjustments which result from 
moving an employee into a different Job clas¬ 
sification. Promotions and reclassifications 
may be made between Jobs which bear single 
rates as well as between Jobs which bear rate 
ranges. When promoted or reclassified to a 
higher-rated Job. an employee (subject to 
National War Labor Board Jurisdiction) may 
receive a rate not in excess of 15 percent 
above his rate on his former Job or the mini¬ 
mum rate for the new Job, whichever is 
higher: Provided, however, That where an em¬ 
ployee has special ability and experience, he 
may be paid a rate within the appropriate 
range corresponding to such ability and expe¬ 
rience. 

3. Apprentice or trainee programs involve 
individual rate adjustments resulting from 
improvement, over specified periods of time, 
in the productive abilities of apprentices or 
trainees who are employed under a bona-fide 
apprentice or trainee program as defined be¬ 
low. Under these programs, adjustments may 
be made with respect to Jobs which bear 
single rates as well as with respect to Jobs 
which bear rate ranges. Apprenticeship or 
trainee programs for a given Job classifica¬ 
tion—with respect to length of apprentice¬ 
ship or learner period; proportion of number 
of apprentices or learners to number of 
experienced workmen; and relation of appren¬ 
tice or learner wage rate at various pe¬ 
riods to the rate paid to experienced work¬ 
men—should conform to the standards set 
forth in a collective bargaining agreement 
or in the applicable regulations of federal or 
state agencies. The re-examination or modi¬ 
fication of existing apprentice or trainee pro¬ 
grams in the interests of greater production 
for the war effort is not precluded. Any 
change in existing apprentice or trainee pro¬ 
grams, however, requires Board approval un¬ 
less made in conformity with changes in the 


applicable regulations of federal or state 
agencies. 

d. With respect to all schedules, (1) each 
Job classification must be clearly distin¬ 
guished and described; and (2) no appre¬ 
ciable increases in the level of production 
costs may result from individual rate adjust¬ 
ments. nor shall such adjustments furnish a 
basis either to Increase prices or to resist 
otherwise Justifiable reductions in prices; and 

(3) individual rate adjustments may not be 
made the basis for an application to the 
National War Labor Board for approval of 
wage or salary rate increases to eliminate 
intra-establishment inequities. 

E. Records. Any employer who makes in¬ 
dividual wage or salary rate adjustments pur¬ 
suant to a schedule must hereafter keep 
available for a period of two years, records 
showing (1) for each Job classification, (a) 
the rate or range of rates and (b) the de¬ 
scription; (2) a statement of the plan of 
making adjustments within the rate ranges 
and between the rates or rate ranges; (3) 
the date when the schedule was established; 

(4) for each employee who received an ad¬ 
justment. his name, the date hired, the date 
of and the reason for adjustment, the Job 
classification, and the rate of pay before 
and after the adjustment. No particular or¬ 
der or form is prescribed for these records, 
provided that the information required is 
readily obtainable. 

in. Guides for obtaining Board approval 
where required. A. All wage or salary rate 
schedules (as defined) which are not exempt 
from the requirement of Board approval (as 
stated above) must be submitted for ap¬ 
proval to the appropriate Regional War La¬ 
bor Board. In order that the making and 
the examination of such applications for ap¬ 
proval may be facilitated, certain require¬ 
ments are outlined below. 

1. Proposed rate ranges (where it Is de¬ 
sired to make individual merit or automatic 
length-of-service increases as well as pro¬ 
motions and reclassifications) should be set 
forth for each Job classification Involved. 

2. Proposed single rates (where it is de- 
^ sired to make promotions or reclassifications 
^ but not to make merit increases or auto¬ 
matic length-of-service increases) should be 
set forth for each job classification involved. 

3. Each job classification involved should 
be clearly distinguished and described. 

4. So far as plans for making individual 
adjustments between rates or within and 
between rate ranges (either for existing 
establishments or for new establishments 
and departments) are concerned, a proposed 
plan should contain the following informa¬ 
tion with respect to one or more of the 
methods outlined below. The plan so sub¬ 
mitted need not necessarily conform to the 
criteria of the plan set forth above which 
does not require Board approval. 

a. Merit increases. The average amount of 
increase to be given during any year for 
all employees covered by the plan; and 
the maximum amount (in cents per hour 
or in terms of the percentage of the dif¬ 
ference between the minimum and maxl- 
iim rates of the range) of the increase to 
be given during a given year to any employee, 
ployee. 

b. Automatic length-of-service increases. 
The average amount of Increase to be given 
during any year for all employees covered 
by the plan; and the maximum amount (in 
cents per hour or in terms of the percentage 
of the difference between the minimum and 
maximum rates of the range) of the in¬ 
crease to be given during a given year to 
any employee. 

c. Promotions or reclassifications. The 
rate to be paid upon promotion or reclassifi¬ 
cation to a higher-rated Job. whether the 
minimum rate called for by the new Job or 


a rate in excess of such minimum; and if 
a rate in excess of the minimum called for 
by the new Job Is to be paid, the criteria 
that will determine the rate should be de¬ 
scribed (e. g., special skill and experience, 
other unusual qualifications, etc.) 

d. Apprentice or trainee systems. The con¬ 
formity of the plan with the standards set 
forth in appropriate collective bargaining 
agreements or in appropriate regulations of 
federal or state agencies with respect to the 
following items: length of apprenticeship 
or learner period; proportion of number of 
apprentices or learners to number of experi¬ 
enced workmen in a given Job classification: 
and relation of apprentice or learner rate at 
various periods to the rate paid experienced 
workmen. 

The plan should also indicate the approxi¬ 
mate percentage increase in payroll costa 
and In production (total) costs. 

5. If there is a duly recognized or certified 
labor organization which is entitled to bar¬ 
gain on w*ge matters for any or all of the 
employees included in a proposed schedule 
or in a proposed change in an existing sched¬ 
ule, approval must be Jointly requested, by 
the employer and such labor organization, of 
that part of the schedule which directly In¬ 
volves employees represented by such labor 
organization. Similarly, agreement with such 
labor organization must be obtained by the 
employer before he can adopt or change to 
the plan which does not require Board 
approval. If an agreement on any point can¬ 
not be reached, the parties may Jointly sub¬ 
mit the Issues to the appropriate Regional 
War Labor Board for determination or may 
ask the Regional Board to refer the matter 
to the National War Labor Board for deter¬ 
mination. Falling Joint submissions, the 
matter will be treated as a dispute case. 

6. Where an application includes more than 
one establishment, it shall set forth sepa¬ 
rately a schedule for each establishment or 
for each group of similar establishments. 

7. Companies having establishments in 
mors than one Region may apply for ap¬ 
proval of schedules, where approval is nec¬ 
essary, in each of the Regions where the 
establishments are located or in the Region In 
which Is located the company office at which 
the schedules are determined. In the latter 
case, the Regional Board may, if it considers 
that the application warrants national con¬ 
sideration, refer it to the National War Labor 
Board. 

B. Any employer who wishes to make a 
change In one or more provisions of his 
properly existent wage or salary rate sched¬ 
ule (except changes in conformity with the 
plan which may be adopted without Board 
approval) may obtain consideration of such 
proposed change from the appropriate Re¬ 
gional War Labor Board without the neces¬ 
sity of having his entire schedule approved or 
reapproved. 

(E.O. 9250. 7 FJR. 7871) 

L. K. Garrison, 
Executive Director . 

August 18, 1943. 

|F. R. Doc. 43-13849; Filed, August 24. 1943; 

4:54 p. m.j 


Chapter IX—War Food Administration 
(Agricultural Labor) 

Part 1103—Salaries and Wages in Pick¬ 
ing of Canning Tomatoes 

WORKERS IN CERTAIN ®ALIFORNIA COUNTIES 

Public notice with respect to increases 
in wages of canning tomato pickers in 
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Monterey, San Benito, Merced, Stanis¬ 
laus, Santa Clara, Alameda, San Joa¬ 
quin, Contra Costa, Sacramento. Solano, 
Napa, Sonoma, and Yolo Counties, State 
of California. 

Pursuant to the authority contained 
in the Act of October 2, 1942, entitled 
“An Act to amend the Emergency Price 
Control Act of 1942. to aid in preventing 
inflation, and for other purposes” (Pub. 
Law 729, 77th Cong.); Executive Order 
9250 of October 3,1942 (7 F.R. 7871); the 
regulations of the Economic Stabiliza¬ 
tion Director, aoproved by the President 
on October 27. 1942 (7 F.R. 8748), as 
amended November 30, 1942 (7 F.R. 
10024); Executive Order 9322 of March 
26. 1943 (8 F.R. 3807); and Executive 
Order 9334 of April 19, 1943 (8 F.R. 
5423); and based upon relevant facts 
submitted to me by The Wage Board for 
California of the United State^Depart- 
ment of Agriculture and by other 
sources, it is hereby determined that: 

Sec. « 

1103.1 Area, crop and classes of workers. 
1103 2 Wage rates. 

1103.3 Applications for adjustments. 

1103.4 Delegation of authority. 

1103.5 Procedure. 

1103.6 Effect of unlawful payments. 

1103.7 Further delegations of authority by 

the Administrator. 

Authority: §§ 1103.1 to 1103.7 Issued un¬ 
der 56 Stat. 765; 50 U.S.C. App. 961 et seq., 

E. O. 9250, 9322, 9334. 7 F.R. 7871, 8 F.R. 3807, 
5423. Regulations of the Director of Economic 
Stabilization, §§ 4001.1-4001.16, 7 Fit. 8748, 
10024. 

§ 1103.1 Area, crop and classes of 
workers. Persons engaged in the pick¬ 
ing of canning tomatoes in Monterey, 
San Benito, Merced, Stanislaus, Santa 
Clara, Alameda, San Joaquin, Contra 
Costa, Sacramento, Solano. Napa, So¬ 
noma, and Yolo Counties, State of Cali¬ 
fornia, are agricultural workers as de¬ 
fined in § 4001.1 (1) of miscellaneous 
amendments of November 30. 1942 (7 

F. R. 10024). to the regulations of the 
Economic Stabilization Director, ap¬ 
proved by the President on October 27. 
1942 (7 F.R. 8748). 

§ 1103.2 Wage rates. The wages of 
the tomato pickers in the counties men¬ 
tioned in section 1 hereof are not sub¬ 
standard and no increases in the wages 
paid to such tomato pickers in the coun¬ 
ties stated shall be made above the maxi¬ 
mum wage rates set forth below without 
the approval of the War Food Adminis¬ 
trator under the procedure provided for 
herein : 

Maximum Wage Rates for Picking Canning 
Tomatoes 

(a) Round tomatoes 17 cents per 50 pound 
field box. 

(b) Pear shaped tomatoes 21 cents per 50 
pound field box. 

§ 1103.3 Applications for adjustments. 
Any appeals for relief from hardships 
resulting from this determination and 
any applications for adjustment in such 
wages shall be filed by the employer or 
employee with the Wage Board for Cali¬ 
fornia of the United States Department 
of Agriculture, 2288 Fulton Street, 


Berkeley, California, which Board, after 
conducting such investigation as may 
be required and reviewing such applica¬ 
tions or appeals, shall have the authority 
to make such determinations as are con¬ 
sistent with the intent of this order. 
Each such ruling shall be final, subject 
only to the War Food Administrator’s 
right of review on his own initiative. 
Any reversal or modification of such 
ruling by the War Food Administrator 
shall take effect from the date of its 
issuance; Provided , however , That if a 
ruling denying an application for per¬ 
mission to make a wage increase is over¬ 
ruled. the final ruling by the War Food 
Administrator shall incorporate the 
effective date of the adjustment. 

§ 1103.4 Delegation of authority, (a) 
The Wage Board for California of the 
United States Department of Agriculture, 
hereinafter called the Board, is hereby 
authorized to act on behalf of the War 
Food Administrator, hereinafter called 
the Administrator, to conduct hearings, 
in accordance with the procedure set 
forth in § 1103.5 for the purpose of mak¬ 
ing findings of fact and recommenda¬ 
tions with respect to alleged violations of 
§§ 1103.1 to 1103.3, both inclusive. 

(b) Three members of the Board shall 
constitute a quorum for the purpose of 
conducting such hearings and the chair¬ 
man of the Board shall act as presiding 
officer at the hearings, administer oaths 
and affirmations, and rule on motions, 
requests, and on the admission and ex¬ 
clusion of evidence. 

§ 1103.5 Procedure —(a) Preliminary 
investigation. Preliminary investiga¬ 
tions of alleged unlawful wage or salary 
payments shall be made by representa¬ 
tives of the Administrator. Each such 
report of investigation shall be submitted 
to the Regional Attorney, United States 
Department of Agriculture, for consid¬ 
eration. He shall forward the report, 
with liis recommendations, to the Board. 
If, after consideration of the report and 
the recommendations, the Board is of the 
opinion that there is reasonable cause to 
believe that a violation has occurred, the 
Board shall request the alleged violator 
to appear at a hearing before the Board. 

(b) Notice . Notice of the hearing 
shall be served on the alleged violator 
not less than ten (10) days prior to the 
date of the hearing. Such notice shall 
set forth (1) the time and place of the 
hearing, (2) a concise statement of the 
allegations of fact which constitute a 
basis for the proceeding, (3) a state¬ 
ment informing the alleged violator that 
he may be represented by counsel at the 
hearing and will be given full oppor¬ 
tunity to present written or oral testi¬ 
mony and to examine and cross-examine 
witnesses on all matters relating to the 
charge, and (4) a statement informing 
the alleged violator that failure to ap¬ 
pear will not preclude the Board from 
taking testimony, receiving proof and 
making findings and recommendations 
with respect to the charges. 

(c) Conduct of the hearing. The rules 
of evidence prevailing in courts of law 
and equity shall not be controlling. The 


test of admissibility shall be the relia¬ 
bility, relevancy, and probative force of 
the evidence offered. 

All testimony shall be given under 
oath and a written transcript of the 
hearing shall be made. 

The presiding officer shall afford rea¬ 
sonable opportunity for cross-examina¬ 
tion of the witnesses. At the close of 
the hearing, the presiding officer may, 
at his discretion, allow a short period 
for the presentation of oral argument 
or for a summary of the facts disclosed 
at the hearing and, if he deems it advis¬ 
able, may allow briefs to be filed within 
a period prescribed by him, not to ex¬ 
ceed five (5) days. 

(d) Findings and recommendations. 
Upon conclusion of the hearing, if a ma¬ 
jority of the Board is satisfied that the 
charge has been sustained by a prepon¬ 
derance of the evidence, it shall find ac¬ 
cordingly. Findings of fact and recom¬ 
mendations shall be prepared, subscribed 
by the concurring members of the Board 
and submitted to the Administrator, to¬ 
gether with a transcript of the proceed¬ 
ings. A copy df the findings of fact and 
recommendations shall be served on the 
alleged violator. After consideration of 
the findings and recommendations, the 
Administrator shall determine whether 
the alleged violator has made salary or 
wage payments in contravention of 
§§1103.1 to 1103.3, both inclusive. A 
copy of such determinations shall be 
served by registered mail on the alleged 
violator. 

(e) Petition for reconsideration. 
Within five (5) days after receipt of a 
copy of the Administrator’s determina¬ 
tion, thg alleged violator may file with 
the War Food Administrator, Washing¬ 
ton, D. C., a petition for reconsideration 
of such determination. Such petition 
may be accompanied by any affidavits or 
briefs which the alleged violator desires 
to submit. Within a reasonable time 
after receiving such a request for recon¬ 
sideration. the Administrator shall af¬ 
firm, modify or reverse his original de¬ 
termination, or direct a further hearing 
to be held. Such further hearing shall 
follow the procedure prescribed for the 
original hearing. The determination of 
the Administrator shall be final and shall 
not be subject to review by The Tax Court 
of the United States or by any court 
in any civil proceedings. 

(f) Transmittal of determination to 
other Government agencies. If a petition 
for reconsideration is not filed within 
the period stated above, or if a petition 
for reconsideration is filed and the Ad¬ 
ministrator affirms his original determi¬ 
nation, he shall forward his determina¬ 
tion to the violator, to the Commissioner 
of Internal Revenue, and, in appropriate 
cases, to the Attorney General for con¬ 
sideration of criminal prosecution. 

§ 1103.6 Effect of unlawful pay¬ 
ments —(a) Amounts disregarded. In 
any case where the Administrator deter¬ 
mines that a salary or wage payment 
has been increased in contravention of 
§§ 1103.1 to 1103.3, both inclusive, the 
amount of the salary or wage paid or ac- 
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FOR TRUCK SHIPMENTS 

t 328.34 General prices for high volatile coals in cents per net ton for shipment into 
all market areas —Supplement T 
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Kanawha 












KANAWHA COUNTY, W. VA. 












Chapman, W. P.. 

Chapman No. 1... 

1401 

No. 5 Block 

285 

265 

250 

250 

225 

240 

185 

180 

Dickinson & Co.. J. Q., 

Georges Creek.... 

3780 

Cedar Grove *. 

285 

265 

24a 

235 

220 

235 

195 

190 

e/o Chas. C. Dickinson. 






Dickinson «fc Co., J. Q., 

Georges Creek No. 

5042 

Cedar Grove *. 

285 

265 

24$ 

235 

220 

235 

195 

190 

e/o Chas. C. Dickinson. 

2. 







Graham Bros. (Mrs. Glen 

Graham No. 1_ 

547 

No. 5 Block *.. 

2S5 

265 

250 

250 

225 

240 

185 

180 

Lynch i. 










Granny’s Branch Coal Co. 
(W. A. Pence A James 

Peacock_ _ . 

1405 

No. 5 Block 1.. 

265 

245 

230 

215 

200 

220 

165 

UVl 


iW 

G. Wiseman). 












Hlgecnbottora, Charles_ 

Hanson No. 1. 

1408 

No. 5 Block*.. 

285 

265 

250 

2.50 

225 

240 

185 

180 

Johnson, D. T.. 

Johnson No. 1-2... 

30S0 

No. 5 Block *.. 

285 

265 

260 

250 

240 

250 

240 

225 

225 

240 

230 

185 

175 

Johnson. E. H. 

Cooper Creek. 

Rock. 

3088 

No. 5 Block *_. 

280 

Jw 

170 

Rock, Romie....... 

512ft 

No. 5 Block 

2ft5 

245 

230 

230 

215 

215 

200 

200 

220 

220 

165 

165 

160 

ICO 

Snyder A- Hanson Coal Co. 

Peacock No. 1. 

543 

No. 5 Block *.. 

265 

245 

(H. O. Snyder). 









PUTNAM COUNTY, W. VA. 












Fore, J. R_ 

Big Fore. 

3110 

Pittsburgh 
No. 8.> 

265 

245 

225 

215 

200 

215 

145 

-lift 



HU 

Kuhn, Moses II.. 

Scmon............ 

3772 

Pittsburgh 
No. 8.» 

265 

245 

225 

215 

200 

215 

\AK 

lift 


HO 

HU 

SURDISTRICT No. ft— 












Southern Appalach¬ 
ian 

. 











LESLIE COUNTY, KY. 












Begley, Brown. 


5188 

Hazard No. 4 *. 

295 

275 

275 

275 

275 

275 

240 

240 

240 

240 

240 

240 

245 

245 

245 

245 

245 

245 

225 

225 

225 

225 

225 

225 

230 

230 

230 

230 

230 

230 


1-ft 

Creech, Moss S. 

Moss S. Creech... 

3948 

Hazard No. 4*. 

295 

295 

295 

I/O 

175 

175 

I /U 

170 

Farmer, Carl. .. 

Carl Farmer. 

2981 

Hazard No. 4*. 

Gay hart, Charles. 

Charles Gayhart.. 
James Hacker. 

3949 

Hazard No. 4*. 

I to 
175 

I /U 

Hacker, James. 

2009 

Hazard No. 4». 

295 

I/O 

175 

1 /l) 

Hensley, Thos_.._ 

Thos. Hensley_ 

2957 

Hazard No. 4» 

295 

275 

I/O 

175 

175 

170 

170 

Lewis, John H. 


3940 

Hazard No. 4*. 

295 

275 

275 

275 

275 

275 

240 

240 

240 

240 

240 

245 

245 

245 

245 

245 

225 

225 

225 

225 

225 

230 

230 

230 

230 

230 

Morgan, Fred G. 

Fred G. Morgan.. 

G. C. Morgan. 

Napier. 

5184 

Hazard No. 4*. 

295 

1/ij 

175 

Morgan, O. C. 

3731 

Hazard No. 4 *. 

295 

I/O 

175 

1 /U 
17fl 

Napier, J. C. 

3555 

Hazard No. 4 t. 

295 

I/O 

175 

1 /II 

170 

170 

Rader, J R. (Rader Coal 
Co.). 

Rader .. 

5130 

Hazard No. 4». 

295 

1 i O 
175 


I/O 

Roberts, A. B . 

Rock house Coal Co. 

(Eliza Hellmcrs). 

Smith, M. H. (Smith Coal 
Co.). 

A. B. Roberts . 

Rock house Coal 
Co. 

No. 1 ». 

5049 

5289 

2486 

Hazard No. 4>. 
Hazard No. 4‘. 

Hazard No. 4.. 

295 

295 

295 

275 

275 

275 

240 

240 

240 

245 

245 

245 

225 

225 

230 

230 

175 

175 

170 

170 

225 

230 

175 

170 


I/O 

Smith. M. H. (Smith Coal 

No 2 *_ 

5427 

Hazard No, 4.. 

295 

275 

240 

245 

225 

OOA 

175 


Co.). 



I/O 

ITU 


i Denotes change in seam designation. 
* Denotes change in mine name. 


United States or other authorized per¬ 
son to the United States through the 
Army Post Office or other official chan¬ 
nels of the United States armed services 
or carried into the United States by a 
member of the armed forced of the 
United States or other authorized per¬ 
son; 

(3) The importation of any personal 
check drawn by a member of the armed 
forces of the United States or other au¬ 
thorized person against an account 
within the United States in favor of a 
payee within the United States and sent 
to the United States through the Army 
Post Office or other official channels of 
the United States armed services; 

(4) The negotiation, collection or pay¬ 
ment of, or any other dealings in or 
with respect to, any item authorized to 
be imported by paragraphs 1 (b) and 1 
(c) above. 

(b) Transactions not authorized. This 
general license shall not be deemed to 
authorize any transaction (i) by, or on 
behalf of, or pursuant to the direction 
of, a national of a blocked country (other 
than an authorized person), or (ii) in¬ 
volving property in which a national 
of a blocked country (other than an au¬ 
thorized person) has, at any time on or 
since the effective date of the order, had 
any interest. 

(c) Definitions. As used in this gen¬ 
eral license, the term “authorized per¬ 
son” shall mean any individual who is 
with the armed forces of the United 
States in the course of his service with 
such forces or who is accompanying 
such armed forces in the course of his 
employment by the Government of the 
United States or any organization acting 
on its behalf. 

(Sec. 5 (b), 40 Stat. 415 and 966; sec. 2, 
48 Stat. 1; 54 Stat. 179; 55 Stat. 838; 
E.O. 8389, April 10, 1940, as amended by 
E.O. 8785, June 14, 1941, E.O. 8832. July 
26, 1941, E.O. 8963, Dec. 9, 1941, and E.O. 
8998. Dec. 26. 1941; E.O. 9193, July 6, 
1942; Regulations, April 10, 1940, as 
amended June 14.1941, and July 26,1941) 

[seal] Randolph Paul. 

Acting Secretary of the Treasury . 

fF. R. Doc. 43-13848; Filed. August 25. 1943; 

10:00 a. m.J 


TITLE 31—MONEY AND FINANCE; 
TREASURY 

Chapter I—Monetary Offices, Depart¬ 
ment of the Treasury 
[General License 88] 

Part 131— General Licenses Under Ex¬ 
ecutive Order No. 8389. April 10. 1940, 
as Amended, and Regulations Issued 
Pursuant Thereto 

exportation and importation of u. s. 
postal money orders 

August 25, 1943. 

General License No. 88 under Execu¬ 
tive Order No. 8389, as amended, Execu¬ 
tive Order No. 9193, section 5 (b) of the 
Trading with the Enemy Act, as amended 
by the First War Powers Act, 1941, re¬ 
lating to foreign funds control. 


§ 131.88 General License No. 88 —(a) 
Certain transactions authorized notwith¬ 
standing General Ruling No. 5A. A gen¬ 
eral license is hereby granted, notwith¬ 
standing General Ruling No. 5A, author¬ 
izing the following transactions: 

(1) The exportation of any United 
States postal money order drawn in favor 
of a member of the armed forces of the 
United States or other authorized per¬ 
son and sent through the Army Post 
Office or other official channels of the 
United States armed sendees or carried 
by a member of the armed forces of the 
United States or other authorized per¬ 
son departing from the United States; 

(2) The importation of any United 
States postal money order sent* by a 
member of the armed forces of the 


TITLE 32—NATIONAL DEFENSE 
Chapter IX—War Production Board 

Snbchaptcr B—Executive Vice-Chairman 

Authority: Regulations in this subchapter 
issued under sec. 2 (a), 54 Stat. 676. as 
amended by 55 Stat. 236 and 56 Stat. 176; 
E.O. 9024. 7 Fit. 329; E.O. 9125, 7 FR. 2719; 
W.P.B. Reg. 1 as amended March 24. 1943. 
8 F.R. 3666. 3696; Pri. Reg. 1 as amended May 
15, 1943, 8 F.R. 6727. 

Part 1010— Suspension Orders 
[S uspension Order S-406] 

WILLIAM E. MARCILLIAT 

William E. Marcilliat of Indianapolis, 
Indiana, in December, 1942. began con¬ 
struction of a residence on 52nd Street, 
east of Road 52 in that city. This 
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construction was begun in violation of 
Conservation Order L-41, in that its 
estimated cost was in excess of $200.00 
and Mr. Marcilliat had not received 
authorization from the War Production 
Board to undertake the construction. 
At the time of commencing construction 
Mr. Marcilliat was familiar with the pro¬ 
visions of Conservation Order L-41 and 
this violation was wilful. In view of the 
•foregoing: It is hereby ordered , That: 

§ 1010.406 Suspeiisioji Order S-406. 

(a) Neither William E. Marcilliat nor 
any other person shall order, purchase, 
accept delivery of, withdraw from inven¬ 
tory, or in any manner secure or use 
material or construction plant in order 
to continue or complete construction of 
his residence on 52nd Street, east of Road 
52, in Indianapolis, Indiana, unless here¬ 
after specifically authorized in writing 
by the War Production Board. 

(b) Nothing contained in this order 
shall be deemed to relieve William E. 
Marcilliat from any restriction, prohi¬ 
bition, or provision contained in any 
other order or regulation of the War 
Production Board, except in so far as 
the same may be inconsistent with the 
provisions hereof. 

(c) This order shall take effect on 
August 25, 1943. 

Issued this 18th day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary. 

IF. R. Doc. 43-13882; Filed, August 25, 1943; 

11:15 a. m.] 


Part 1073— Fire Protective, Signal and 
Alarm Equipment 

[General Limitation Order L-39. August 23, 
1943| 1 

The fulfillment of requirements for 
the defense of the United States has 
created shortages in the supplies of ma¬ 
terials entering into the production of 
fire protective, signal and alarm equip¬ 
ment, for defense, for private account 
and for export: and the following order 
is deemed necessary and appropriate in 
the public interest and to promote the 
national defense: 

§ 1073.1 General Limitation Order 
L-39 —(a) Definitions. For the purpose 
of this order: 

(1) “Fire protective equipment” 
means: sprinkler systems, couplings, 
playpipes and allied fittings, fire hose, 
fire hydrants, fire pumps, hose dryers, 
hose racks, indicator posts, l ightning 
protecti on systems, piped extinguishing 
systems, portable fire extinguishers in¬ 
cluding back pack types, foam genera¬ 
tors, stirrup pumps, water spray nozzles, 
and all other fire protective equipment 
for preventing or extinguishing fires, ex¬ 
cepting self-propelled motorized fire ap¬ 


1 This document is a restatement of Gen¬ 
eral Limitation Order L-39 as of August 23, 
1943, which appeared in the Federal Recis- 
teh of August 24. 1943, page 11661. and re¬ 
flects the order in its completed form as of 
August 1b, 1943. 

No. 169- 


paratus and auxiliary units including 
trailer, skid, front mounted and portable 
apparatus. 

(2) “Signal or alarm equipment 0 
means fire, police, and protective alarm 
and signal systems, including central 
station, proprietary, auxiliary and auto¬ 
matic fire alarms: watchmen’s time re¬ 
cording, burglar, bank vault, hold-up 
and intrusion systems; and all other in¬ 
struments and devices to detect, signal 
or warn against fire or other casualty, 
except air raid warning devices. 

(3) “Dry-pendant sprinkler head” 
means a sprinkler head for use in a 
pendant position on a dry pipe system 
and permanently attached to an exten¬ 
sion nipple so as to exclude water from 
the nipple. 

(4) “Incendiary bomb control equip¬ 
ment” means any pump, device, instru¬ 
ment, or material designed for the re¬ 
moval, control or extinguishment of in¬ 
cendiary bombs. 

(5) “Stirrup pump” means a manu¬ 
ally operated pump used to draw water 
or other liquid from a separate container 
to extinguish or control fires. 

(6) “Air raid warning device” means 
any siren, whistle, horn, diaphone, sig¬ 
nal or device used or intended for use to 
warn or signal civilians in connection 
with air raids or other war hazards. 

(7) “Copper base alloy” means any 
alloy in the composition of which the 
weight of copper equals or exceeds 40 
percent of the weight of all metal in 
the alloy. 

(b) General restrictions —(1) Restric- 
tions on use of scarce materials. Except 
as provided in paragraph (c) of this 
order, no person shall incorporate in any 
fire protective equipment, signal or alarm 
equipment, air raid warning device, or 
parts thereof, any aluminum, bismuth, 
cadmium, chromium, copper, mercury, 
monel metal, nickel, tin, stainless steel, 
zinc, or alloy of any of said metals, as¬ 
bestos. rubber or synthetic rubber, ex¬ 
cept to the extent permitted in Appendix 
A hereof. 

Note: Paragraph (b) (1) amended August 
23. 1943. 

(2) RestrictioJis on fire hose couplings. 
Except as provided in paragraph (c) of 
this order, no brass fire hose couplings 
in the possession or control of any 
coupling manufacturer, fire hose manu¬ 
facturer or distributor on April 27, 1942, 
shall be transferred, sold or incorporated 
in the manufacture or assembly of any 
fire hose. 

(3) Restrictions on foam extinguish¬ 
ers. No person shall purchase or accept 
delivery of any foam extinguisher except 
for use in the protection of inflammable 
liquids, and no person shall sell or de¬ 
liver any foam extinguisher which he 
knows or has reason to believe will be 
used in violation of this paragraph 
(b) (3). 

(4) Restrictions on manufacture of 
alkali metal (loaded stream) extinguish¬ 
ers. No person shall in any quarter com¬ 
plete the manufacture of any type of 
alkali metal salt solution (loaded stream) 
extinguishers in excess of 25 percent of 
the total of such type (irrespective of 
size) manufactured by such person dur¬ 


ing the twelve month period ending No¬ 
vember 30. 1941, exceot to fill purchase 
orders or contracts from any agency or 
government listed in subdivisions (i), 
(ii), and (iii) of this paragraph (b) (4). 
In determining the number of extin¬ 
guishers manufactured during said 
twelve month base period ending Novem¬ 
ber 30, 1941, extinguishers manufactured 
to fill contracts or purchase orders from, 
or for delivery to, any of the following 
shall be excluded: 

(i) The Army or Navy of the United 
States, United States Maritime Commis¬ 
sion, War Shipping Administration, 
Panama Canal, Coast and Geodetic Sur¬ 
vey, Coast Guard, Civil Aeronautics Au¬ 
thority, National Advisory Committee for 
Aeronautics, the Office of Scientific Re¬ 
search and Development; 

(ii) The Government of any of the 
following countries: the United King¬ 
dom, Canada, and other dominions. 
Crown Colonies and protectorates of the 
British Empire, Belgium, China, Greece, 
the Kingdom of the Netherlands. Nor¬ 
way, Poland, Russia, and Yugoslavia; 

(iii) Any agency of the United States 
Government for delivery to or for the 
account’of any country listed above or 
any other country pursuant to the Act 
of March 11, 1941, entitled “An Act to 
Promote the Defense of the United 
States” (Lend-Lease Act). 

Note: Paragraphs (b) (5). (6) amended: 
former paragraphs (bM7), (8) deleted; new 
paragraphs (b) (7)7(8) 7 (9) added;~former 

paragraph (b) (9) redesignated (b) (10) and 
amended; - former paragraph - (b) (10) redes- 
ignated (b) (11) August - 23~1943~ 

(5) Restrictions on manufacture of 
stirrup pumps. No person shall manu¬ 
facture any stirrup pump, or part thereof, 
except to fill purchase orders from th e 
Army or Navy of the United States, t he 
United State s Maritime Com m ission , 
War S hipping Admi nistration . Defense 
Su p piies Cor porati on, or from any 

agency of The United S tat es G overnment 

for deliver y to o r for the ac cou nt of the 
government of any coun try pursuant to 
the Ac t of M arch 11,1941. en titled . “An 

Act to Promote the Defense of the United 
States” (Lend-Lease Ac t). 

(6) Restr ictions o n fire sprinkle r sys¬ 
tems. (i) N o person shall sell, deliver, 
purchase or accept delivery of any n ew o r 
used fire sprinkl er system, or part 
t hereof, except to fill a purch as e order 
bear ing a pre ference ra ting of AA-5 or 
higher. (Where the installation of a fire 
spripkler system, or par t thereo f, in¬ 
volves construction , the terms of C on¬ 
se rvation Order L r-41 must be c om plied 
with. ) In the next two s ubparagraphs, 
additional restrictions affecting certain 
special types of sprinkle r equipm ent are 
set forth. 

(ii) No person sha ll manufactu re , sell, 

deliver, install, p urchase or ac cept de¬ 

livery of any dry-pe ndant sprinkl er 
h eads, unl ess he has been specific ally 
authorized to do so in writing by the War 
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Production Board. (The assignment of a 
preference rat ing does not constitute 
specific authorization.) 

( iii) No person shall sell, deliver, in- 
stall, purchase or accept delivery of any 

equipment designed to c o ntrol electri¬ 
cally or pneumatically the flow of water 
into a finTextinguishlng system, unless 

he has been specific ally au tho r ized to do 
so in writing by the War Production 
Bo ard. As an exception to the foregoing 
rule , electrically or pneumatical l y con¬ 
trolled equipment may be installed fo r 
the following purposes without obtainin g 
specific authorizat i on in wilting by t he 
War Production Board (however, the 
purchaser must have a preference rating 
of AA-5 or higher, as required by su b- 
p aragraph (i) of this paragraph (b) 

( 6 )): 

(a) For th e protection of transform- 
ers, other oil-fil le d electrical equipm ent, 

or dip tanks, but the equipment installed 

foTthese purposes must use spray heads; 

( b ) For the p rotection of powder rolls 
In plants manufacturing explosives; 

(c) For the protection of modification 
hangar rooms and hangar rooms of a ir¬ 
craft assembly plants in cases where the 
highest sprinkler head is 35 feet or more 

above theTfloor of the room. 

(7) Restrictions on sale and delivery 
of sigjial or alarm equ ipment a nd air raid 
warni ng devices. (1) No person shall 
sell, deliver or install any signal or alarm 

equipment costing $50 or more, or any 
air raid warning device costing $25 or 
more, except to or for the account of: 

(q) The Army or Navy of the United 
States, the United States Maritime Com¬ 
mission or the War Shipping Adminis^ 
tration; 

(b) Any other person who has been 
specifically author i zed by the War Pro¬ 
duction Board on Form WPB-1319 (for¬ 
merly PD-556) to receive the specific 
equipment or device and who has deliv- 
ered to his supplier a copy of such form 

signed in the name ofThe^War Produc¬ 

tion Board. 

(ii) Each person seeking authoriza¬ 
tion under the preceding subparagraph 
(7) (i) (b) to receive any signal or alarm 
e quipment costing $5 0 or more o r any 
air raid w arning device costing $25 or 
more shall prepare Form WPB-1319 
( formerly PD-556) in quintuplicate in 
the manner prescribed therein, subject 
to~the~following instructions: 

(a) The form should be filed only by 
the person (owner or tenant) desiring to 
receive or ha ve installed on his premi ses 
the specified equipment or device, and 
s hould not be filed by the person (sup¬ 
plier) desi ri ng to make delivery of or to 
install such equipment or device. H ow¬ 
ever, the owner or tenant may obtain 


from his supplier any information he 
needs in filling out the form. 

(b) In describing the equipment or 
device for which application is made, 
give a complete description of the items 
involved, including the manufacturer's 

name. Do not fill in columns (b) and 

(c) of Part n. 

(c) Under section (5) of Part HI state 
in detail why the equipment or device 
applied for is needed at this time. (The 
application cannot be passed on unless 
a full statement is made on this subject.) 

(d) Do not fill in sections (6), (7) and 

(8) of Part III. 

(e) Do not fill in Part V. 

(iii) In conjunction with the granting 
of specific authorization to receive signal 
or alarm equipment or air raid warning 
devices on Form WPB-1319 (formerly 
P D-556), the War Production Board may 
also assign preference ratings to the au¬ 
thorized deliveries on such form. Any 
preference rating so assigned shall be 
ap plied and extended only in accordance 
with the terms of Priorities Regulation 3. 

(8) Restriction on the man u facture of 
signal or alarm eq ui pment. Except u pon 
specific authorization by the War Pro* 
ductlon Board, no per s ons shall manu¬ 
facture, install, deliver or accept deliv¬ 
ery of any smoke, fire, or intrusion d e- 
tector employing photo-electric prin¬ 
ciples, except to fill purchase orders from 
a purchaser listed in parag rap h (b) (4) 
of this order a n d unless such item is for 
use on board ship . 

(9) Restriction on the manufacture of 
air raid warning devices. No person 
shall manufacture, sell, purchase, de¬ 
liver, install or accept delivery of any air 
raid warning device which requires for 
its o peration a motor in excess of three 
(3) horse power. 

(10) Restrictions on fire hose, (i) No 
person shall sel l, deliver, purchase or ac¬ 
cept delivery of any new or used cotton 
rubber-lined fire hose or linen or flax tow 
fire hose, except pursuant to a purchase 
order bearing a preference rating of 
AA-5 or higher. In the next two su b- 
paragraphs, additional restrictions af¬ 
fecting certain kinds of fire hose are set 
forth. 

(11) Except u pon specific authorization 
in writing by the War Production Board, 
no person shall manufactur e, sell or de- 
liver any double or triple jacket cotton 

rubber-lined fire hose (no~t including soft 

suction hose), except to fill purchase 

orders of: 

(a) The Army or Nav y of the United 
States, for use on board ship or over^ 

seas; 

(b) The United States Maritime Com¬ 
mission or the War Ship ping Adminis¬ 
tration, for use on board ship’; 


(c) Any person for use on board ship s 
warranted by the United States Mari¬ 
time Co mmission ; 

(d) The Panama Canal; or 

(e) Any person for us e on fire truck s 
located in plants manufacturing explo¬ 
sives for the Army or Navy of the United 
States . 

(iii) No person shall pur ch ase or ac- 
cept delivery of an y double or triple 
jacket cotton rubber-lined fire hose if he 
knows or has reason to b elieve tha t the 
sale or delivery of such hose is prohibited 
by the terms of su b paragraph (ii) of this 
paragraph «(b) (10) . 

(iv) The provisions of subparagraph 
(1) of this paragraph (b) (10) shall not 
apply with respect to purchase orders for 
any kind of fire hose which had been 
placed prior to August 23.1943, and which 
bear preference ratings o f A*-9 or higher; 
nor shall the provisions of subparagraphs 
(ii) and (iii) of this paragraph (b) (10) 
apply with re sp ect to purchase orders for 
double or triple jacket cotton rubber- 
lined fire hose which had been placed 
prior to January 20,1943, and which bear 
preference ratings of A-9 or higher . 

(v) Except upon specific authoriza¬ 
tion in writing by the War Production 
Board, no person s hall sell, deliver , pur¬ 
chase or accept delivery of any cotton 
Jackets designed for use as oute r j ackets 
of double or triple jacket cotton rubber- 
lined fir e hose. 

(11) Restrictions on manufacture of 
incendiary bomb control equipment . 
Effective thirty days after January 20. 
1943, no person shall manufacture any 
incendiary bomb control equipment, ex¬ 
cept when and to the extent authorized 
by the War Production Board pursuant 
to application on Form PD-740, or to 
the extent permitted by paragraph (b) 
(5) of this order. 

(c) Exceptions to p aragraphs (b) (1) 
and (b) (2). (1) The restrictions of 

paragraphs (b) (1) and (b) (2) shall 
not a p ply to : 

(i) Brass fir e hose couplings, rings, or 
hose line fittings, provided that such 
couplings, rings, or hose line fittings are 
deliver ed to or for the account of: 

(a) The Army or Navy of the United 
S tates, the United Sta te s Maritim e Com¬ 
mission or the War Shippin g A dminis¬ 
tration, and are for use onTboard ship; 
or 

(b) The Panama Canal; or 

(c) A n y person for use o n b oard 
ships warranted by the United States 

Maritime Commission. 

(ii) The restrictions of paragraph (b) 

(1) shall not apply to: 

(a) Carbon_dio xide extinguishers 

manufactured in accordance with speci¬ 
fication s of the Arm y or N avy o f the 
Unite d States, the U nited States M ari¬ 
time C ommission, or the War Shipping 
Administration; or 
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( b ) Aluminu m pa rts f or sig nal or 
alarm equi pment, i f such pa rts were 
fabricated before Januar y 23. 1 942. 

(d) R epresent ations on orders from 
gov ernment agencies . An y purchase 
order or co ntract from any agency or 
gover nmen t na med in sub paragraphs 
7i)~ii>. or (iii) of parag ra ph (b) (4) 
of th is order s hali co nstitut e a repre¬ 

sent ation that the conditions exist under 
which such purchase order or contract 

ma y be filled w ithin the terms of this 
or der. Sa id re presentatio n may be re¬ 
lied up on b y t he person with whom the 
purchase ord er or contract is pl aced and 
^hi s^ubcontractors and su ppliers. 

Note: Former paragraphs (e) (f) deleted; 
subsequent paragraphs redesignated accord¬ 
ingly August 23, 1943. 

(e) Violations . Any person who wil¬ 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States is 
guilty of a crime and upon conviction 
may be punished by fine or imprisonment. 
In addition, any such person may be pro¬ 
hibited from making or obtaining further 
deliveries of, or from processing or using, 
material under priority control and may 
be deprived of priorities assistance. 

(f) Appeals. Any appeal from the 
provisions of this order shall be made by 
filing a letter in triplicate, referring to 
the particular provision appealed from 
and stating fully the grounds of the 
appeal. 

(g) Applicability of reg u lations . T his 
prefer and all transactions a ff ected 
thereb y arc subject t o all applicable 

regulations of the War Production 

Board, as amended from time to time. 

(h) Correspondence. Reports to be 
filed and other communications concern¬ 
ing this order shall be addressed to the 
War Production Board, Safety and Tech¬ 
nical Equipment Division, Washington 
25, D. C., Ref.: Lr-39. 

(P.D. Reg. 1, as amended, 6 F.R. 6680; 
WP.B. Reg. 1, 7 Fit. 561; E.O. 9024, 7 
F.R. 329; E.O. 9040. 7 F.R. 527; E.O. 9125; 
7 F.R. 2719; sec. 2 (a). Pub. Law 671, 
76th Cong., as amended by Pub. Laws 89 
and 507, 77th Cong.) 

Issued this 23d day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary. 

Appendix A 

Note: Paragraph (10) redesignated (10a) 
and amended; former paragraphs (14) (15) 
revoked; paragraphs (10b), (14) added August 
23, 1943. 

In accordance with the provisions of para¬ 
graph (b) (1) of this order, the materials 
named in this Appendix A may be incorpo¬ 
rated in the manufacture of fire protective 
equipment, signal or alarm equipment, and 
air-raid warning devices, and in component 
parts thereof, to the extent indicated in this 
Appendix A: 

(1) Aluminum, primary or secondary: 

(1) In extinguishers for use in airplanes; 


(ii) As foil in electric condensers for Are, 
police and protective alarm systems, to the 
extent essential to the efficient functioning 
of such condensers and when approved by 
Underwriters’ Laboratories, Inc., or Factory 
Mutual Laboratories; 

(111) (Secondary aluminum only) In zinc 
{lie castings. 

(2) Bismuth: 

(1) As a component of fusible link alloy; 
(li) Up to five and one-half (5V4) P er cent 
In solder. 

(3) Cadmium, as a component of fusible 
link alloy. . 

(4) Chromium: 

(l) For plating of parts of Are, police, and 
protective alarm systems and sprinkler heads 
to the extent essential to the efficient func¬ 
tioning of such systems or heads; 

(il) As a component of stainless steel, the 
use of which is permitted by paragraph (10) 
hereof. 

(5) Copper or copper base alloys (where 
copper base alloys are permitted, the alloys 
used shall be of the lowest type and grade 
that are practical for the particular applica¬ 
tion) In: 

(I) Pumps for vaporizing liquid extin¬ 
guishers; 

(II) Lock nuts on removable hose connec¬ 
tions; 

(ill) Bodies, ends, inner chambers, valves 
and their component parts for vaporizing 
liquffl and loaded stream extinguishers; 

(iv) Either collars or caps (but not bo th) 
on"^^gallonfoarn extinguishers; 

(v) Fittings, strainers, syphon tubes and 
valves for carbon dioxide and gas operated 
dry powder extinguishers; 

(vl) Snap clamps, clamp pins and wire 
springs for “Jones” type fire hose couplings; 

(vii) Latch assemblies for “British” type 
fire hose couplings to the extent essential to 
the efficient functioning of the parts; 

(vUi) Swivels and wires for screw type fire 
hose couplings; 

(lx) Swivels, wires, and rollers for suction 
hose couplings; 

(x) Couplings and rings for (a) potable 
water purification plants, (b) % Inch, 1 inc h, 
and 1 Vi Inch chemical or hot 

(c) 6 inch and 6 In ch suction hose; and 
Vfa inch expanlibn”rings; 

(xi) Hose and hydrant adapters; 

(xii) Swivels, wires, clappers and seats for 
Siamese connections; 

(xiii) Playpipes made only from dra wn, 
brazed sheet. or cast brassTprovided’that such 
playpipes are not more than 15 inches iri 
fength~and are manufactured for connec tions 
hot larger than 2\' 2 inches In diameter 
(xlv) Ball and cylinder type shut-off noz¬ 
zles; 

(xv) Nozzle tips for playpipes, and not ex¬ 
ceeding lft" diameter at discharge ends; 

(xvl) Portable deluge nozzles, not Includ¬ 
ing tips or handles; 

(xvii) The following hydrant fittings to 
the extent essential to their efficient func¬ 
tioning; valve seats, discs, guides, operating 
valve stems, stuffing boxes, bushings, rivets, 
retainer rings, and outlet nipples; 

(xviii) The following indicator post and 
valveTfittings to the extent essential to their 
efflcfehtT"functloning: Valve stems; seats; 
discs; packing glands; glands of bonnet 
openings;" extension st em operating washer, 
hut~and target~mecha niam; 

(xlx) Parts of portable generators, engines 
and~flxed piped systems to the extent es sen¬ 
tial to thelr~efflcient fun ctionin g (The parts 
referred to herein Include generator bodies 
except - bases, shut-off valves except handles! 
screcusTcheck v a Ives, inner chambers, heads, 


stopples, closing and ot her operating mech¬ 
anisms.)! 

(xx) Water spray nozzles; 

(xxl) Valve seats, discs, stems, guides, and 
clappeFafms; 

(xxli) The following parts of automa te 
sprinkler systems and signal or alarm equlp- 
mentT - Actuatlng. lndicStihg, and recording 
units of alarm or - signal systems: condenser 
parts; contacts: diaphragm assemblies; labels 
of ^inspection laboratories; links; tubing and 
fittings; valves not over 2 inches; wire and 
cables;~~lmpcllers and rings "for - " fire - pumps 
and for w ate rflo w — alarms; deflectors on 
closed sprinkler heads if made of casting, 
but the alloy shali not contain more than 
74 per cent copper; - all other parts of closed 
sprinkler heads, but the alloy for frames 
shall not contain more than 86 per cent 
copper and shall"biTihade without the use of 
primary - ccppeFor primary tinTancTthe alloy 
for lever arms shall - c o nt a in no tin and not 
more than 74 per cent - copper. 

(xxlll j - Impellers! retaining rings and 
bushings for fire pumps; 

(xxiv) Watchmen's time recording sys¬ 
tems where required for efficient function¬ 
ing; 

(xxv) The following parts of air raid warn¬ 
ing devices: motors up to three horse power, 
actuating units, wire and cable, control and 
reducer valves only to the extent necessary 
to the efficient functioning thereof. 

(xxvi) Name and identification plates of 
a gauge - of .03125 inch - or less foxfire ex¬ 
tinguishers which - are to be used in aircraft 
oron board ship. 

(6) lRevoked. 1 

(7) "Mercury, as required in check valves 
for automatic systems and" in gravit y - tank 
gauges." 

(8) Nickel, in signal or alarm systems as a 
component of bi-metal thermal discs for 
thermostats, as plating for protection against 
corrosion where magnetic properties of nickel 
are essential, as a component of wire wound 
resisters, as a component of thermocouple 
wire and as a component of permanent meg- 
nets; and in signal or alarm systems for 
plating component" parts of control mech- 
antsms essential to the efflclentT functioning 
of the system, where lesiTcritical material as 
a eubstltute~ woulci no t be suitable. 

(9) 'Tin: 

(1) As a component of fusible link alloy; 
and in dry pipe valve seat rings, but not to 

exceed fifty per cent In weight; 

(ii) In copper base alloys the use of which 

is permitted by paragraph - ^) - hereof, but 
only where no tin-free alky used, 

andlmljTto theextent permitte d by~General 
Preferen ce"Order M-43; 

(iii) Up to ten per cent by weight in metal 
for coating steeishells for vaporizing liquid 
extinguishers; 

(iv) "In solder, provided that the tin con- 
tent"does hot exceed "that permi tted by Gen¬ 
eral Pref erehce Orde r M-43 ; 

(v) As a component of foil for use in anti- 
lntruslon and ahtl^^bb^e~s ystems. to th e 
exten t~essentlal to~the effic ie nt functioning 
of the equipment, provided that the u se o f 

tin for this purpose Is properly aut horized 
under General Preference Order M -43. 

(10a) Stainless steel (non-nickel bearing): 

(1) In hinge pins in dry pipe valves of au- 
tomatlc sprinkler "systems; In balls lor check 
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valves in dry pipe valves and accelerating 
* (\u:\ :: • • ' rnntic sprinkler systems; 

and In Impeller shafts for lire pum ps; 

(11) In nozzles and linings for automatic 
vaporizing liquid sprinkler units approved by 
Underwriters' Laboratories, Inc., or Factory 
Mutual Laboratories; 

(ill) In the following parts of signal or 
alarm systems: cylinders, ratchet pins, and 
small shafts for signal or alarm mechanisms 
where the use of any less scarce material is 
impracticable, mercury check valves, ball 
bearings, latching parts, and plleup and ad¬ 
justing screws where the use of any less 
scarce material is impracticable. 

tour transmitter cylinders where the use of 
any less critical material is impracticable' 

(11) Monel metal: 

(V) In balls for check valves in dry pipe 
valves, accelerating equipment, and water 

flow alarms for automatic sprinkler systems; 

(11) In helical springs for - fire detecting 
thermostats; 

(lilT~In~~vanes and pressure type flexible 
Joints~for r water flow alarm devices] 

(12) TZinc! 

(1) In essential parts of alarm and signal 
systems when a less critical material as a 
substitute would not be suitable; 

(il) In copper alloys, the use of which is 
permitted by paragraph (5) hereof; 

(ill) In die cast parts; 

(iv) For protection against corrosion of 
lrorTor §teel flirts of lightning rods and flt- 
tings~extinguishers, pump tanks’ - fire hose 

couplings, expansion rings, open head 
sprinklers, deflectors on sprinkler heads, and 
as a protective coating for functionai~parts 
where Ycrrous metarhas~been substituted for 

copper base alloy. 

(v) As sheet to the extent that corrosion- 
resistant metal is essential to efficient func¬ 
tioning and galvanized steel sheet is not suit¬ 
able. 

(13) Asbestos: 

(i) In gaskets for hydrants, fixed or port¬ 
able foam applicator pipes, and alarm sys^ 
terns. 

(ii) As packing for vaporizing liquid ex¬ 
tinguishers. 

(14) Rubber and synthetic rubber, to the 
extent~permitted by - Rubber - Order R-l, as 
amended, or to the extent permitted by any 
relief granted pursuant to an appeal taken 
In accordance with the provisions of that 
order. 

(F. R. Doc. 43-13883; Filed. August 25, 1943; 

11:15 a. m.) 


Part 1260— Rubber Processing Machin¬ 
ery and Equipment 

| General Limitation Order L-143-a as 
Amended August 25, 1943] 

The fulfillment of requirements of the 
national defense has created a shortage 
in the supply of certain critical materials 
used in the manufacture of rubber proc¬ 
essing machinery and equipment for the 
national defense, for private account and 
for export; and the following order is 
deemed necessary and appropriate in the 
public interest and to promote the na¬ 
tional defense: 


§ 1260.2 General Limitation Order L- 
143-a —(a) Definitions . For the purpose 
of this order: 

(1) “Person” means any individual, 
partnership, association, business trust, 
corporation, governmental corporation 
or agency, or any organized group of per¬ 
sons, whether incorporated or not. 

(2) “Rubber processing machinery or 
equipment” means new, used or recon¬ 
ditioned or rebuilt machinery or equip¬ 
ment of the kinds listed in Groups I, II, 
III, IV and V, of List A, designed for use 
in the manufacture of products from 
natural crude rubber, latex, reclaimed 
rubber, scrap rubber, and all types of 
synthetic rubber. The term also means 
and includes any such machinery or 
equipment (except “plastics molding 
machinery” and “fixtures” controlled by 
Allocation Order L-159) for experi¬ 
mental use or for use in the manufacture 
of products from plastics or rubber sub¬ 
stitutes. The term does not mean or 
include “retreading, recapping and re¬ 
pair equipment,” which is subject to the 
provisions of General Limitation Order 
L-61. 

(3) “New rubber processing machin¬ 
ery or equipment” means rubber press¬ 
ing machinery or equipment which has 
not been delivered to any person acquir¬ 
ing it for use. 

(4) “Used rubber processing machin¬ 
ery or equipment” means rubber process¬ 
ing machinery or equipment which at 
any time has been delivered to any per¬ 
son acquiring it for use, but does not 
include reconditioned or rebuilt machin¬ 
ery or equipment. 

(5) “Reconditioned or rebuilt rubber 
processing machinery or equipment” 
means rubber processing machinery or 
equipment which has been changed in 
any way in size or form or otherwise 
conditioned for resale or reuse. 

(6) “Manufacturer” means any per¬ 
son producing, rebuilding or recondi¬ 
tioning rubber processing machinery or 
equipment whether for his own use or 
for sale. 

(7) “Dealer” means any person regu¬ 
larly engaged in the business of buying 
or otherwise acquiring new, used or re¬ 
conditioned or rebuilt rubber processing 
machinery or equipment for resale. 

(8) “Delivery” means any physical de¬ 
livery of any item of rubber processing 
machinery or equipment, or parts there¬ 
for, to other persons, including but not 
limited to, any such disposition made at 
auction sale, sheriff’s sale, tax sales, in 
liquidation of all or part of a business, 
dr in similar transactions. The term 
also means and includes transfers within 
a single corporate enterprise or to 
foreign subsidiaries, requiring the ship¬ 
ment of rubber processing machinery or 
equipment, or parts therefor, outside the 
continental limits of the United States. 
It does not mean or include transfers 
in the continental United States of any 
such machinery, equipment or parts 
within a plant or within a single 
corporate enterprise (including sub¬ 
sidiaries) . 

(b) General restrictions on produc¬ 
tion, rebuilding and reconditioning, de¬ 


livery and acquisition —(1) Production. 
On and after April 9, 1943, no person 
shall, in any manner, produce or cause 
to be produced any new rubber process¬ 
ing machinery or equipment or parts 
therefor or accept delivery of any semi- 
fabricated or fabricated parts to be in¬ 
corporated in new rubber processing 
machinery or equipment or parts there¬ 
for; except to fill orders pursuant to 
authorizations of the War Production 
Board in accordance w T ith paragraph 
(d) of this order. 

(2) Reconditioning and rebuilding. 
On and after April 9, 1943, no person 
shall in any way recondition or rebuild 
any rubber processing machinery or 
equipment either for his own use or for 
the use of another person, except: 

(i) As permitted by paragraph (e) of 
this order; 

(ii) Pursuant to an authorization by 
the War Production Board in accord¬ 
ance with paragraph (d) of this order. 

(3) Delivery and acquisition. No per¬ 
son shall deliver or accept delivery of any 
rubber processing machinery or equip¬ 
ment, or parts therefor, except: 

(1) As permitted by paragraph (e) of 
this order; 

(ii) Pursuant to an authorization by 
the War Production Board in accord¬ 
ance with paragraph (d) (1) of this 
order upon application of the person 
seeking to acquire any such machinery, 
equipment or parts; 

(iii) Pursuant to an authorization is¬ 
sued to a manufacturer or dealer by the 
War Production Board as provided in 
paragraph (d) (2) of this order. 

Note: Former paragraphs (c), (d), (e) and 
(f) redesignated (d), (e), (f) and (g); para¬ 
graph (c) added August 25, 1943. 

(c> Sc heduling and shipping di rec¬ 
tions. (i) The War Production Boa rd 
may from time to time request all the 
ma nufacturers of a p ar ticular item of 
rubber processin g machine r y or equip¬ 
ment to file operation repor ts and sched¬ 
ules of unfilled o rders. When so "re¬ 
quested, each manufacture r sh all file 
forms WPB-310 0 and W PB-3 101 in ac ¬ 
cordance with the instructions acc om¬ 
panying the m. F orm W PB-3 10 1 will be 
returned to the manufacturer with ship ¬ 
ping direction s noted thereon and shall 
be deemed a “frozen” schedule within the 
meaning of Priorities Regulation 18 for 
the number of calenda r mont hs desig¬ 
nated by the War Productio n Board. 

(2) Eac h manufacturer must make 
shipments in accordanc e with hi s froze n 
schedule, notwithstanding any ot her 
preference order, directive o r reg ulation 
of t he War Productio n Board, but subj ect 
to Priorities Regulation 1 8. and m ust so 
schedule his production as to meet the 
shipping dates prescribed In his frozen 

schedule . 

(3) If a manu facturer is unable , for 
reasons beyond his control, to fulfill his 
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frozen schedule on time, or if he is ab le 
to make shi pments ahead of schedule, he 
must In either case make shipments, as 
far as practica ble, in the sam e seq uence 
as required by the schedule. In any case 
w here the delay or acceleration in ship ¬ 
ments will affect dates of shipm ent by 
more than 15 days, the ma nufacturer 
shairnotify the War Production Board 

of the following facts: 

(i) The reason for the delay or accel¬ 
eration . 

(il) The revised dates on which he ex¬ 
pects to make shipments under each pur¬ 
chase order affected , 

(4) In the absence of sp e cific shipping 
directio ns issued p urs uant to this para¬ 

gra ph ~(c7 t any m anufacturer shall pro¬ 
duce rubber processing machinery or 
equip ment, and mafre shipment s t hereof 

iiTfuiflllment of orders authorized pur¬ 

suant to paragraph (b) of this order, in 
accordance with applicable preference 
ratings, allo tm ents, regulation s or direc¬ 
tions issued by the War Production 
Board. 

(d) Revocation of General Limitation 
Order L-143. Effective April 9, 1943, 
General Limitation Order L-143 is 
hereby revoked in its entirety, but until 
said date, the production, rebuilding, re¬ 
conditioning, delivery or acquisition of 
any tire machinery and equipment as de¬ 
fined in General Limitation Order L-143 
(or parts therefor), shall be governed by 
the applicable provisions of General 
Limitation Order L-143, notwithstanding 
any inconsistent provision of this order. 

(e) Procedure for securing authoriza¬ 
tion. (1) Any person seeking to acquire 
rubber processing machinery or equip¬ 
ment or parts therefor may make appli¬ 
cation on Form PD-552 (Revised) ad¬ 
dressed to the War Production Board, 
Office of Rubber Director, and marked 
Ref. L-143-a, for an authorization on 
Form PD-552 (Revised) by the War Pro¬ 
duction Board permitting such acquisi¬ 
tion. Preference ratings thereby as¬ 
signed to deliveries of rubber processing 
machinery or equipment or parts there¬ 
for shall be applied in accordance with 
the provisions of Priorities Regulation 
No. 3, as amended from time to time. In 
addition to furnishing the certification 
required by said regulation, a person au¬ 
thorized to acquire rubber processing 
machinery or equipment or parts there¬ 
for, shall certify to the person from 
whom such machinery, equipment or 
parts are to be acquired, that an author¬ 
ization on Form PD-552 (Revised) was 
originally issued to him for the acquisi¬ 
tion of the particular rubber processing 
machinery or equipment or parts there¬ 
for specified in any purchase order or 
contract. Such certification shall be 
made in substantially the following form 
signed manually or as provided in Prior¬ 
ities Regulation No. 7: 

The undersigned hereby certifies that an 
authorization on Form PD-552 (Revised) was 
originally Issued to him for the acquisition 


of the rubber processing machinery or equip¬ 
ment or parts therefor specified in the ac¬ 
companying purchase order or contract.' 

(2) Manufacturers or dealers may ap¬ 

ply for authorization to deliver orders on 
their books on March 26, 1943, by filing 
Form PD-553 (Revised) in accordance 
with paragraph (f) (6) (iii) of this 
order. ^ 

(3) Any person seeking to recondition 
or rebuild for his own use or to cause 
to be reconditioned or rebuilt by any 
other person any rubber processing ma¬ 
chinery or equipment shall make appli¬ 
cation on Form PD-552 (Revised) ad¬ 
dressed to the War Production Board, 
Office of Rubber Director, and marked 
Ref. L-143-a, for an authorization on 
Form PD-552 (Revised) by the War Pro¬ 
duction Board permitting, the recondi¬ 
tioning or rebuilding to be done by or 
for the applicant. 

(f) Exemptions . Notwithstanding the 
restrictions of paragraph (b) of this 
order, the following transactions and 
operations shall be permitted without 
specific authorization by the War Pro¬ 
duction Board : 

(1) Any person may produce for his 
own use. or accept delivery of parts for 
rubber processing machinery or equip¬ 
ment; 

(1) For inventory to be used in the re¬ 
pair or maintenance of any rubber 
processing machinery or equipment: 
Provided , That the cost of parts produced 
or acquired for any single machine or 
piece of equipment shall not exceed 
$1,000 in any four weeks’ period; 

(ii) To repair an actual breakdown 
of his rubber processing machinery or 
equipment when the required parts are 
not on hand, without limitation as to 
cost notwithstanding the restrictions of 
paragraph (e) (1) (i): Provided , That 
Form PD-552 shall be filed for informa¬ 
tional purposes within 15 days after the 
occurrence of the breakdown, if the cost 
of the required parts exceeds $1,000 for 
a single machine or piece of equipment. 

(2) Deliveries to or acquisitions by 
dealers, of used rubber processing ma¬ 
chinery or equipment (but subsequent 
dispositions thereof shall be subject to 
the applicable restrictions of this order). 

(3) The production for sale to other 
persons of repair or maintenance parts 
by a manufacturer in quantities suf¬ 
ficient for him to maintain a minimum 
practicable working inventory of such 
repair or maintenance parts. 

(4) The reconditioning or rebuilding 
of any rubber processing machinery or 
equipment except tire molds, by any per¬ 
son, either for his own use or for the use 
of another person: Provided , That the 
cost of materials to be incorporated in 
any single machine or piece of equip¬ 
ment shall not exceed $350.00. 

(5) Alterations in tire molds below the 
tread line. 

(6) The delivery and acquisition of 
rubber processing machinery or equip¬ 
ment, or any part therefor, to be 
scrapped for its material content. 

(g) Miscellaneous provisions —(1) Ex¬ 
isting contracts. Fulfillment of con¬ 
tracts in violation of this order is pro¬ 
hibited regardless of whether such con¬ 
tracts are entered into before or after 


May 20, 1943. No person shall be held 
liable for damages or penalties for de¬ 
fault, under any contract or order which 
shall result directly or indirectly from 
his compliance with the terms of this 
order. 

(2) Applicability of regulations. This 
order and all transactions affected 
thereby are subject to all applicable Reg¬ 
ulations of the War Production Board, 
as amended from time to time, except 
to the extent that any provision hereof 
may be inconsistent therewith, in which 
case the provisions of this order shall 
govern. 

(3) Appeals. Any appeal from the 
provisions of this order shall be made by 
filing a letter in triplicate, referring to 
the particular provision appealed from 
and stating fully the grounds of the 
appeal 

(4) Communications to War Produc¬ 
tion Board. All reports required to be 
filed hereunder, and all communications 
concerning this order, shall, unless oth¬ 
erwise directed, be addressed to: War 
Production Board, Office of Rubber Di¬ 
rector, Washington 25, D. C., Ref.: 
L-143-a. 

(5) Violations. Any person who wil¬ 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States is 
guilty of a crime, and upon conviction 
may be punished by fine or imprison¬ 
ment. In addition, any such person 
may be prohibited from making or ob¬ 
taining further deliveries of, or from 
processing or using, material , under 
priority control and may be deprived of 
priorities assistance. 

(6) Records and reports, (i) All 
manufacturers and dealers affected by 
this order shall keep and preserve, for 
not less than two years, accurate and 
complete records concerning production, 
deliveries, and orders for rubber process¬ 
ing machinery and equipment, including 
applications and authorizations on Form 
PD-552 (Revised), 

(ii) All persons affected by this order 
shall execute and file with the Office of 
Rubber Director. War Production Board, 
such reports and questionnaires as said 
Office shall from time to time request. 

(iii) On or before April 9, 1943. each 
manufacturer of, and dealer in, rubber 
processing machinery or equipment shall 
file on Form PD-553 (Revised) a record 
of his unfilled orders as of March 26, 
1943. 

Issued August 25, 1943. 

War Production Board. 

By J. Joseph Whelan. 

Recording Secretary . 

List A 

GROUP 1—BASIC RUBBER PROCESSING MACHINERY 
(INCLUDING LABORATORY SIZES) 


Bale cutters 
Washers 
Refiners 
Mills 

Plastics tors 
Masticators 
Banbury mixers 
Calenders 
Strainers 


Crackers 
Grinders 
Tubing machines 
(extruders) 
Cement mixers 
Dispersion mixers 
Aprons for mixing 
mills 

Mill taI:e-ofr devices 


Automatic Mill Mixing Devices 






































11790 


FEDERAL REGISTER, Thursday, August 26, 1943 


CROUP n—TIRE AND TUBE MAKING EQUIPMENT 

Spreaders 
Bias cutters 
Slitters 
Let-off stands 

Bead making machines ^ 

Bead covering machines 

Bead flippers 

Bead winders 

Bead cutters 

Bead piping machines 

Stock servicers & turrets 

Festooning machines 

Tire building machines 

Band St pocket building machines 

Tire cores & drums 

Bead locaters (or setting rings) 

Stitchers 

Debaggers and extractors 
Vacuum expanders 
Mechanical baggers & expanders 
Molds, tire Sc tube 
Molds, airbag 
Matrices 
Curing rings 
Curing ring presses 
Equalizer plates 
Tube mandrels 
Tread & tube cutters 
Tube splicers 
Valve applying machines 
Tube testing devices 
Vulcanizers, all types 
Tire cleaners 
Tire balancing machines 
Tire inspection machines 
Buffers, curing bag 
Tire wrapping machines 
Cord dipping, saturating and drying equip- 
ment 

GROUP HI—INSULATED WIRE A CABLE MACHINERY 

Rubber covering machines 
Vulcanizers, all types 
Strainers 

Extruders (tubing machines) 

GROUP IV—MECHANICAL GOODS EQUIPMENT 

Belt making machines 
V-Belt covering machines 
Belt slitters 
Belt stretchers 
Belt vulcanizing presses 
Brushing machines 
Coating machines 

Cutting machines (all types for rubber prod¬ 
ucts & rubberized fabrics) 

Dusting machines 
Hose covering machines 
Hose making machines 
Hose wrapping machines 
Lining strippers 
Spreaders 

Hydraulic presses, vulcanizing, all types 
Vulcanizers, all types 
Rag rollers 
Tubers 

CROUP V—DRUG A SURGICAL SUNDRIES A RUBBER 
FOOTWEAR 

Dipping machines 
Trimmers 

Hydraulic presses, vulcanizing 
Presses, dleing out or preforming 
Rubber outsole cutting machines 
Vulcanizers, all types 

|F. R. Doc. 43-13884: Filed. August 25, 1943; 
11:15 a. m.J 


Part 1292 —Used Silk Hosiery 

[Conservation Order M-182, as Amended, 
Revocation J 

Section 1292.1 Conservation Order 
M-182 is hereby revoked. This action 


shall not be construed to affect in any 
way any liability or penalty accrued or 
incurred under said Conservation Order 
M-182. 

Issued this 25th day of August 1943. 
War Production Board, 

By J. Joseph Whelan, 

Recording Secretary . 

[F. R. Doc. 43-13885; Filed, August 25. 1943; 
' 11:16 a. m.J 


Part 3133— Printing and Publishing 
[I nterpretation 3 to Limitation Order L-240] 

The following interpretation is issued 
with respect to Limitation Order L-240. 

Paragraph (d) (2) of Order L-240 (§ 3133.6) 
limits the inventory of print paper which a 
publisher may carry. As used in this para¬ 
graph. “inventory” includes paper on hand, 
available for use. and In transit. If print 
paper in inventory is destroyed or damaged 
to such an extent that it becomes unusable, 
whether this occurs while the paper is in 
transit or after it has reached its destina¬ 
tion, the publisher may accept delivery of 
additional paper to replace that which he 
was unable to use. This will not constitute 
a violation of pargaraph (d) (2). 

Issued this 25th day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary. 

[F. R. Doc. 43-13890: Filed. August 25, 1943; 

11:15 a. m.J 


Part 3157 —Haulage Conservation 

[Schedule 1 to General Haulage Conservation 
Order T-l[ 

PORTLAND CEMENT 

In accordance with paragraph (e) of 
§ 3157.1 General Haulage Conservation 
Order T-l, It is hereby ordered that: 

§ 3157.2 Schedule I to General Haul¬ 
age Conservation Order T-l —(a) Defi¬ 
nitions. For the purpose of this schedule 
only: 

(1) “Portland cement” means any 
Portland cement (except white Portland 
cement) which conforms with one or 
more of the following specifications: 

(1) Federal specifications: Emergency 
Alternate Federal Specification for ce¬ 
ment; Portland E-SS-C-191b, dated 
June 5, 1942; 

(ii) Federal specifications: Emergency 
Alternate Federal Specification for ce¬ 
ment; Portland E-SS-C-206a, dated 
June 5, 1942; 

(iii) American Society for Testing 
Materials specifications: Emergency Al¬ 
ternate Specification for Portland Ce¬ 
ment A. S. T. M. Designation EA-C 150- 
Type I, dated June 6, 1942; 

(iv) American Society for Testing Ma¬ 
terials specifications: Emergency Alter¬ 
nate Specification for Portland Cement 
A. S. T. M. Designation EA-C 150-Type 
II, dated June 6, 1942. 

(2) “Controlled delivery” means any 
delivery (including reconsignment of 
Portland cement in lots of 20,000 pounds 
or more, except 


(1) Deliveries originating from any 
point of origin listed for a particular 
zone in Column I of Appendix A, an¬ 
nexed hereto, to any point in that Zone 
as specified in Column 2 thereof, 

(ii) Deliveries made entirely by water, 
or 

(iii) Deliveries over an aggregate dis¬ 
tance of 50 miles or less. No lot of 
20,000 pounds or more shall be subdivided 
for the purpose of evading this definition. 

(b) Controlled deliveries. (1) On and 
after September 24, 1943, no person shall 
originate a controlled delivery of Port¬ 
land cement, except as specifically di¬ 
luted or authorized in writing by the 
War Production Board. 

(2) Any person seeking authorization 
to orginate a controlled delivery of Port¬ 
land cement may make application on 
Form WPB 2188 (PD-782), or, in emer¬ 
gency, by telegram, containing substan¬ 
tially the information called for by such 
form. 

(c) (1) Controlled deliveries for Army 
and Navy. Notwithstanding paragraph 
(b) of this schedule, any person may 
originate a controlled delivery of Port¬ 
land cement to or for the account of the 
Army or Navy of the United States if he 
has received from a duly authorized 
Army or Navy officer a certification in 
writing in substantially the following 
form: 

The undersigned hereby certifies that it is 
essential for Portland Cement to be origi¬ 
nated by_at_in 

the amount of_barrels on Contract 

No._to be delivered at_ .• _I_ 

outside of the applicable zone as shown in 
Schedule 1 to General Haulage Conservation 
Order T-l. This delivery has been screened 
in accordance with the existing rules and 
regulations of the (Army) (Navy) relating to 
conservation of transportation, and is neces¬ 
sary for the following reasons_ 


(Signed) ... 

(Title) . 

(Station).. 

Date_ 

In case of emergency, deliveries for ex¬ 
port may be originated prior to receipt 
of certification. The duly authorized 
Army or Navy officer, however, must fur¬ 
nish the above certification within forty- 
eight hours after the origination. 

(2) Any person who has originated a 
controlled delivery pursuanf to a cer¬ 
tification received from the Army or the 
Navy in accordance with paragraph (c) 
(1) shall report such delivery to the 
War Production Board on Form WPB 
2188 (PD-782) within ten days after 
such delivery was originated, indicating 
thereon “This report is being filed pur¬ 
suant to paragraph (c) (2)”. 

This order shall become effective Sep¬ 
tember 24, 1943. 

The reporting requirement of this para¬ 
graph and of paragraph (c) (2) has been 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

Issued this 25th day of August 1943. 
War Production Board, 

By J. Joseph Whelan, 

Recording Secretary . 
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Part 3199— Malted Grains and Malt 
Syrups 

ffconservatlon Order M-288, as amended. 
Revocation 1 

§ 3199.1 Conservation Order M-288, 
as amended, having been superseded by 
Food Distribution Order 66. War Food 
Administration, is hereby revoked ex¬ 
cept that as to violations of said Con¬ 
servation Order M-288, as amended, or 
rights accrued, liabilities incurred, or ap¬ 
peals taken, under said order, said Con¬ 
servation Order M-288, as amended, 
shall be deemed in full force and effect 
for the purpose of sustaining any proper 
suit, action, or other proceeding, with 
respect to any such violation, right, or 
liability. 

Issued this 25th day of August 1943, 
War Production Board, 

By J. Joseph Whelan. 

Recording Secretary . 

|F. R. Doc. 43-13887; Filed. August 25, 1943; 
11:16 a. m.l 


Part 3287— Government Services * 

(Limitation Order L-286 as Amended August 
25. 1943 J 

AMMUNITION 

The fulfillment of requirements for the 
defense of the United States has created 
a shortage in the supply of ammunition 
for defense, for private account, and for 
export; and the following order is 
deemed necessary and appropriate in the 
public interest and to promote the na¬ 
tional defense: 

§ 3287.21 1 Limitation Order L-286 — 

(a) Definitions. For the purposes of this 
order: 

(1) “Person” means any individual, 
partnership, association, business trust, 
corporation, governmental corporation 
or agency, or any organized group of per¬ 
sons whether incorporated or not. 

(2) “Manufacturer” means any per¬ 
son engaged in the business of manu¬ 
facturing ammunition. 

(3) “Dealer” means any person en¬ 
gaged in the business of selling ammuni¬ 
tion at retail to the public. 

(4) “Distributor” means any person 
engaged in the business of selling ammu¬ 
nition other than a manufacturer or 
dealer. 

(5) “Ammunition” means any car¬ 
tridge loaded with gun powder and con¬ 
taining a metallic bullet or metallic 
shot, designed to be fired in a pistol, re¬ 
volver, rifle, shotgun or submachine gun 
of the following caliber or gauge: 

Note: Item 1 of list amended August 25, 
1943. 

.22 caliber rim fire 
.25-35 caliber 
.25-20 caliber 
.270 caliber 
.250-3000 caliber 
30-06 caliber 
.30-30 caliber 

.300 caliber (except 300 H & H Magnum) 
30 caliber 
32 caliber 

32-20 caliber • 


1 Formerly Fart 3234. $ 3234.1. 


35 caliber 
351 caliber 
38 caliber 
.380 caliber 
357 caliber 
.45 caliber 
12-gauge 
16-gauge 
20-gauge 
410-gauge 

The term “ammunition” also includes 
primers, designed for re-loading fired 
cartridges, but does not include any tear 
gas cartridge or projectile, any re-loaded 
cartridge, or any cartridge not manu¬ 
factured in North America. 

(6) “Authorized purchaser” means 
any person for whom a quota is assigned 
in Schedule A of this order. 

(7) “Defense plant” means any plant 
in which any product or material is man¬ 
ufactured, processed or assembled, pur¬ 
suant to a contract or subcontract with, 
or for the account of the United States 
Government or any department or 
agency thereof. 

(8) “Defense plant guard” means any 
person who is employed as a guard in a 
defense plant and who requires ammuni¬ 
tion in connection with the performance 
of his duties. 

(9) “Law enforcement agency” means 
any law enforcement agency of the 
United States Government, and any law 
enforcement agency of any State, 
county, city or other governmental sub¬ 
division, within the United States or any 
of its territories or possessions. 

(10) “Law enforcement officer” means 
any member of a law enforcement agency 
regularly employed as such, w’ho requires 
ammunition in connection with the per¬ 
formance of his official duties, but the 
term does not include defense plant 
guards. 

(11) “Special guard” means any per¬ 
son who is employed as a guard by a 
public utility, a transportation or ex¬ 
press company, a hank or trust company, 
a public warehouse or any company fur¬ 
nishing armored car service, or any pay¬ 
roll guard, who requires ammunition in 
connection with the performance of his 
duties and w f ho is required by his em¬ 
ployer to furnish all his own ammuni¬ 
tion. 

(12) “Farmer or ranche r” means any 
pe rson who as ow n er or tenant of owner 

operates a farm or ranch on which live¬ 

stock, poultry, fowl, cro p s or oth er agrl- 
cultural products are grown or pro duced 

for the purpose of sale. The term “farm 

or ranch” does not include a “Victory 

Garden”. 

(13) “Calendar quarter” means the 
several three months of the year com¬ 
mencing January 1, April 1, July 1, and 
October 1. 

(b) Restrictions on sale and delivery 
of ammunition. No manufacturer, dis¬ 
tributor or dealer shall sell or deliver any 
ammunition, and no person shall pur¬ 
chase or accept delivery of any ammuni¬ 
tion from any manufacturer, distributor 
or dealer, except where such ammuni¬ 
tion is sold or delivered: 

(1) To fill any order for ammunition 
to be delivered to, or for the account of 
(i) the Army or Navy of the' United 


States, Defense Supplies Corporation or 
the Office of Strategic Services; or, (ii) 
the Government of any foreign country 
if pursuant to specific authorization of 
the Army of the United States or the 
War Production Board. 

(2) To fill any order placed by any 
agency of the United States Government 
for ammunition to be delivered to, or for 
the account of the government of any 
country, including those in the western 
hemisphere, pursuant to the act of 
March 11. 1941, entitled “An Act to Pro¬ 
mote the Defense of the United States” 
(Lend-Lease Act). 

(3) To a manufacturer, distributor or 
dealer. 

(4) To any authorized purchaser not 
in excess of his current quota as fixed in 
Schedule A of this order, upon receipt 
of a certificate as provided in paragraph 

(c) of this order. 

(5) To any person who has been spe¬ 
cifically authorized to purchase or accept 
delivery of ammunition by the War Pro¬ 
duction Board pursuant to the provisions 
of paragraph (d) of this order or other¬ 
wise. 

(6) From stock in the hands of any 
dealer on the effective date of this order 
if the retail value of said stock of am¬ 
munition according to maximum prices 
fixed by the regulations of the Office of 
Price Administration is less than $250. 

(7) By the Army or Navy of the United 
States. 

(c) Certification. Any authorized 
purchaser, prior to purchasing or ac¬ 
cepting delivery of ammunition pursuant 
to the authorization in paragraph (b) 
(4) of this order, shall file with the seller, 
a purchase order, together with a written 
certificate signed by him in substantially 
the form hereinafter provided for such 
purchaser in this paragraph (c). Such 
certification shall constitute a represen¬ 
tation by such purchaser to the seller 
and to the War Production Board, of the 
facts certified therein. No person shall 
make delivery of ammunition based on 
such certification who has reason to be¬ 
lieve that any of the facts certified 
therein are false. 

Certificate No. 1 
Law Enforcement Agencies 

To.. 

Name of Seller 


Address of Seller 

The undersigned purchaser hereby certi¬ 
fies to the seller named above and to the War 
Production Board that the purchaser is fa¬ 
miliar with the provisions of Limitation Or¬ 
der L-286; that purchaser 1b a law enforce¬ 
ment agency as defined In said order; that 
purchaser has_persons regularly em¬ 

ployed as law enforcement officers on a full 
time basis to whom purchaser furnishes am¬ 
munition; that during the current calendar 
quarter, purchaser has not purchased nor re¬ 
ceived from any source, any ammunition (in¬ 
cluding the ammunition ordered by the at¬ 
tached purchase order) in excess of the quan¬ 
tity to which purchaser is entitled under the 
applicable quota as established by Schedule A 
of Limitation Order L-286: that purchaser’s 
present stock of ammunition is inadequate 
and that the ammunition ordered is neces¬ 
sary for the public safety; that said ammu¬ 
nition will not be used except in connection 
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with the discharge of the official duties of the 
officers employed by purchaser. 

Date:-- 


Legal Name of Purchaser 

By. 

Authorized Official 


Title of Official 


Address of Purchaser 
Certificate No. 2 
Defense Plants 

To. 

Name of Seller 


Address of Seller 

The undersigned purchaser hereby certi¬ 
fies to the seller named above and to the War 
Production Board that he is familiar with 
the provisions of Limitation Order L-286; 
that he is the operator of a defense plant as 
defined In said order; that he has-per¬ 

sons regularly employed as defense plant 
guards on a full time basis to whom he fur¬ 
nishes ammunition; that during the cur¬ 
rent calendar quarter he has not purchased 
nor received from any source, any ammuni¬ 
tion (including the ammunition ordered by 
the attached purchase order) in excess of the 
quantity to which he is entitled under the 
applicable quota as established by Schedule 
A. of Limitation Order L-286; and that 
the ammunition ordered is necessary for the 
protection of said plant; that said ammuni¬ 
tion will not be used except in connection 
with the discharge of the official duties of the 
defense plant guards employed by pur¬ 
chaser. 

Date_ 


Legal Name of Purchaser 

By. 

Authorized Official 


Title of Official 


Address of Purchaser 

Certificate No. 3 

Special Guards 

To- 

Name of Seller 


Address of Seller 

The undersigned purchaser hereby certifies 
to the seller named above and to the War 
Production Board that he is familiar with the 
provisions of Limitation Order L-286; that he 
is a special guard as defined in paragraph 
(a) (11) of said order; and that he is em¬ 
ployed by__ in 

Name and address of employer 

the capacity of-: that he 

is required to furnish all his own ammuni¬ 
tion; that during the current calendar quar¬ 
ter he has not purchased nor received from 
any source, any ammunition (including the 
ammunition ordered by the attached purchase 
order) in excess of the quantity for said 
quarter to which he is entitled under the 
applicable quota as established by Schedule 
A of said order; that his present supply of 
ammunition is inadequate for the perform¬ 
ance of his official duties and that he will 
not use any of the ammunition hereby or¬ 
dered except in connection with the perform¬ 
ance of his official duties. 

Date_ 


Signature of Purchaser 


Address of Purchaser 

Approved by 

Employer 
No. 369-4 • 


Certificate No. 4 
Farmers and Ranchers 

To. 

Name of Seller 


Address of Seller 

The undersigned purchaser hereby certifies 
to the seller named above and to the War 
Production Board that he Is familiar with 
the provisions of Schedule A to Limitation 
Order L-286: that he operates a farm or ranch; 
that the ammunition ordered by the attached 
purchase order is necessary to protect live¬ 
stock or crops from predatory animals or birds 
and that his present stock of ammunition is 
inadequate; that during the current calendar 
quarter he has not purchased nor received 
from any source, any ammunition (including 
the ammunition hereby ordered) in excess of 
the quantity for said quarter to which he is 
entitled under the applicable quota estab¬ 
lished by Schedule A to Limitation Order 
L-286. 

Date_ 


, Signature of Purchaser 

(d) Application for authorization. 
Any person other than an authorized 
purchaser seeking authorization to pur¬ 
chase ammunition and any authorized 
purchaser who, in any quota period re¬ 
quires ammunition in addition to the 
applicable quota as fixed in Schedule A 
shall make application on Form PD-860, 
which shall be filed with the Govern¬ 
mental Division, War Production Board, 
Washington, 25, D. C., Ref: L-286. Au¬ 
thorization, if granted, shall be delivered 
to the seller with the purchase Order. In 
case of emergency, 1 application may be 
made by telephone op telegraph stating 
all pertinent facts. * 

(e) Miscellaneous provisions —(1) 
Records. All manufacturers, distribu¬ 
tors and dealers affected by this order 
shall keep and preserve for not less than 
two years, accurate and complete rec¬ 
ords concerning inventory and sale of 
ammunition, including all certificates 
and purchase orders referred to in para¬ 
graph (c) and all authorizations by the 
War Production Board referred to in 
paragraph (d) of this order. 

(2) Reports. All persons affected by 
this order shall execute and file with the 
War Production Board, such reports and 
questionnaires as said Board shall from 
time to time request. 

(3) Audit and inspection. All records 
required to be kept by this order shall, 
upon request, be submitted to audit and 
inspection by authorized representatives 
of the War Production Board. 

(4 ) Applicability of regulations. This 
order and all transactions affected there¬ 
by are subject to all applicable provi¬ 
sions of the regulations of the War Pro¬ 
duction Board, as amended from time to 
time. 

(5) Appeals. Any appeal from the 
provisions of this order shall be made 
by filing a letter in triplicate, referring 
to the particular provisions appealed 
from and stating fully the grounds for 
the appeal. 

(6) Communications. A report re¬ 
quired to be filed hereunder and all com¬ 
munications concerning this order shall, 
unless otherwise directed, be addressed 
to: Governmental Division, War Produc¬ 


tion Board, Washington, 25, D. C, Ref: 
L-286. 

(7) Violations. Any person who wil¬ 
fully violates any provision of this order 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States is 
guilty of a crime, and upon conviction, 
may be prohibited from making or ob¬ 
taining further deliveries of, or from 
processing or using material under pri¬ 
ority control, and may be deprived of 
priorities assistance. 

Issued this 25th day of August 1943. 

War Production Board, 

By J. Joseph Whelan. 

Recording Secretary . 

Schedule A of Limitation Order L-286 

Note: Paragraphs (1) and (4) amended 
August 25, 1943. 

(a) Quotas. Pursuant to the provisions of 
paragraph (b) (4) of Limitation Order L-286, 
quotas of ammunition for authorized pur¬ 
chasers are established on a current quarterly 
basis as follows: 

(1) To any law enforcement agency for 
each of its law enforcement officers, em¬ 
ployed on a full-time basis to whom it fur¬ 
nishes aU of the ammunition required in con¬ 
nection with the performance of his official 
duties: 

20 rounds of pistol ammunition, except .22 
caliber but no more than 10 rounds of .38 
caliber special service, and not more than 
10 rounds of 38 caliber midrange. 

100 rounds of .38 caliber primers. 

100 rounds of rifle ammunition, except .22 
caliber 

200 rounds of 32 caliber long rifle car¬ 
tridges. 

10 buck shot shells of any gauge. 

(2) To the operator of any defense plant, 
for each defense plant guard whom he em¬ 
ploys on a full-time basis and to whom he 
furnishes all of the ammunition required in 
connection with the performance of his 
duties: 

The same quotas as listed in paragraph (1) 
of this paragraph (a). 

(3) To any special guard: 

The same quotas as listed in paragraph (1) 
of this paragraph (a). 

(4) To any farmer or rancher: 

fob rounds of .22 caliber rim fire cart¬ 
ridges! • 

40rounds of center fire rifle ammunition. 

25 rounds of shotgun shells of any gauge. 


[P. R. Doc. 43-13888; Filed, August 25. 1943; 
11:15 a. m.l 


Part 3287— Government Requirements 
lSupplementary Limitation Order L-286-a) 
AMMUNITION 

§ 3287.22 Supplementary Limitation 
Order L-286-a —(a) Purpose. The pur¬ 
pose of this Supplementary Order is to 
permit farmers and ranchers and other 
persons to get a special quota of am¬ 
munition to kill animals and birds so as 
to protect crops ancl livestock and in¬ 
crease the food supply. 

(b) Special quota for farmers and 
ranchers . In addition to the quota al¬ 
lowed to farmers and ranchers by Limi¬ 
tation Order L-286, any farmer or 
rancher may purchase fifty .22 caliber 
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rim fire cartridges and 20 center fire rifle 
cartridges, and 25 shotgun shells, subject 
to the following conditions: 

(1) He must accept delivery or place a 
written oruer for such ammunition be¬ 
fore October 1, 1943. 

<2) He must sign and deliver to the 
seller at the time the purchase order is 
placed a certificate in substantially the 
following form: 

Certificate No. 5 

FARMERS’ AND RANCHERS’ SPECIAL QUOTA FOR 
* 1943 

(The order for which this certificate Is made 
must be placed before October 1, 1943 J 

To:__ 

Name of seller 


Address of seller 

I hereby certify to the seller named above 
and to the War Production Board that I have 
this day ordered from the above named seller 
the following ammunition: 


(not to exceed fifty 22 caliber rim fire car¬ 
tridges, 20 center fire rifle cartridges, and 25 
shotgun shells) as the special quota of am¬ 
munition allowed to farmers and ranchers 
under Supplementary Order L-286-a; I oper¬ 
ate a farm or ranch on which livestock, fowl, 
poultry, crops or other agricultural products 
are grown or produced for sale (not Just a 
Victory Garden): I am the only person au¬ 
thorized to purchase this special quota of 
ammunition for such farm or ranch: I have 
not previously purchased or ordered such 
special quota; I am purchasing this ammuni¬ 
tion for my own personal use or for use cf my 
tenants and not for sale or gift. 

Date:_ 


Signature of purchaser. 

(c) Special quota for 1943 for all per¬ 
sons except those who have received the 
farmers* and ranchers * special quota. 
Any person except a farmer or rancher 
may purchase fifty .22 caliber rim fire 
cartridges, 20 center fire rifle cartridges, 
and 25 shotgun shells of any gauge, and 
any fanner or rancher who has not pur¬ 
chased or ordered his full quota allowed 
for farmers and ranchers under para¬ 
graph (b) of this order, may purchase 
the same quantities of ammunition less 
all ammunition purchased or ordered by 
him as his special quota under paragraph 

(b) hereof, subject to the following con¬ 
ditions: 

(1) He shall not purchase, accept de¬ 
livery of. or order such ammunition be¬ 
fore October 1, 1943, or after November 
15. 1943. 

(2) He must sign and deliver to the 
seller at the time the purchase order is 
placed a certificate in substantially the 
following form: 

Certificate No. 6 

SPECIAL QUOTA FOR 194 3 FOR ALL PERSONS EX¬ 
CEPT THOSE WHO HAVE RECEIVED THE FARM¬ 
ERS' AND RANCHERS’ SPECIAL QUOTA 

I The order for which this certificate is made 
must be placed after September 30, 1943 
and before November 16, 1943 J 

To:... 

Name of seller 


Address of seller 

1 hereby certify to the seller named above 
and to the War Production Board that I have 
this day ordered from the above named seller 
the following ammunition:_ 


(not to exceed fifty .22 caliber rim fire car¬ 
tridges, 20 center fire rifle cartridges, and 25 
shotgun shells) as the special quota allowed 
under paragraph (c) of Supplementary Lim¬ 
itation Order L-286-a: I am purchasing this 
ammunition for my own personal use for 
shooting predatory and destructive animals 
and birds and not for sale or gift and not for 
target shooting; my present stock of ammu¬ 
nition on hand or on order from all sources 
Including the special quota this day ordered 
from seller does not exceed one hundred .22 
caliber rim fire cartridges, 20 center fire rifle 
cartridges, or 50 shotgun shells. 


Date: 


Name of purchaser 


Address of purchaser 

(d) Special quotas are in addition to 
regular quotas. The quotas allowed by 
paragraphs (b) and (c) of this Supple¬ 
mentary Order are special quotas and 
shall not be taken into account in deter¬ 
mining the regular quota which any au¬ 
thorized purchaser is allowed under 
Schedule A of Limitation Order L-286. 

(e) Orders must be filled in the order 
placed . All orders placed under the 
terms of this Supplementary Order shall 
be filled in the order in which they are 
placed provided that the customary 
terms of the seller are met, except that 
orders placed by farmers and ranchers 
for their fourth quarter regular quotas 
under L-28S must be given priority over 
orders placed in accordance with para¬ 
graph <c) of this Supplementary Order. 

(f) Records. All manufacturers, dis¬ 
tributors* and dealers affected by this 
order shall keep and preserve for not 
less than two years accurate and com¬ 
plete records concerning inventory and 
sale of ammunition including all certif¬ 
icates and the purchase orders referred 
to in paragraphs <b) and (c) of this 
Supplementary Order. 

(g) Applicability of regulations. This 
supplementary order and all transac¬ 
tions affected thereby are subject to all 
applicable provisions o£ the regulations 
of the War Production Board, as amend¬ 
ed from time to time. 

<h) Violatio?is. Any person who wil¬ 
fully violates any provision of this order 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States is 
guilty of a crime, and upon conviction 
may be prohibited from making or ob¬ 
taining further deliveries of, or from 
processing or using material under pri¬ 
ority control, and may be deprived of 
priorities assistance. 

Issued this 25th day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary . 

(F R. Doc. 43-13889; Piled. August 25, 1943; 

11:16 a. m..| 


Part 3290— Textile, Clothing & 

• Leather ‘ 

f Conservation Order M-298. as Amended 
August 25. 1943 J 

BLANKETS 

Section 3290.291 1 Conservation Order 
M-298 is hereby amended to read as fol¬ 
lows: 


1 Formerly Part 3220, § 3220.1. 


§ 3290.291 Conservation Order M- 
298 —(a) Applicability of regulations. 
This order and all transactions affected 
thereby are subject to all applicable reg¬ 
ulations of the War Production Board, 
as amended from time to time. 

(b) Definitions. For the purpose of 
this order: 

(1) “Blanket manufacturer” means a 
person engaged in the business of manu¬ 
facturing blankets for sale. 

(2) “Blanket material” means yarn, 
sewing thread and binding fabric made 
from cotton. 

(3) “Blanket line” has its customary 
trade significance. 

(4) “Wool” means the fiber from the 
fleece of the sheep or lamb, or hair of 
the Angora or Cashmere goat, camel, 
alpaca, llama, and vicuna, which has 
never been reclaimed from any woven or 
felted wool product. 

<5) “Reprocessed wool” means the re¬ 
sulting fiber when wool has been woven 
or felted into a wool product which, with¬ 
out ever having been utilized in any way 
by the ultimate consumer, subsequently 
has been made into a fibrous state. 

(6) “Reused wool” means the resulting 
fiber when wool or reprocessed wool has 
been spun, woven, knitted, or felted into 
a wool product which, after having been 
used in any way by the ultimate.con¬ 
sumer, subsequently has been made into 
a fibrous state. 

(7) “Percentages” herein, relating to 
blends of materials, are of the weights 
of finished products. 

(c) Assignment and application of 
preference rating. Preference rating A-2 
is hereby assigned to purchase or manu¬ 
facturing orders placed by blanket man¬ 
ufacturers for blanket materials, subject 
to paragraph (d), below. Said rating 
shall be applied and extended in the 
manner provided by Priorities Regula¬ 
tion 3. 

(d) Restrictions on use of blanket ma¬ 
terials secured pursuant to rating. No 
blanket manufacturer shall use any 
blanket materials obtained pursuant to 
the application of the preference rating 
assigned by paragraph (c), above, in the 
manufacture of blankets, unless the 
blankets manufactured conform to the 
sizes, weights, colors and specifications 
applicable to the respective types and 
kinds of blankets, as set forth below: 

(1) All cotton: 

(i) Plaid: 

66“ x 76“ 2 lbs. per pair—stitched ends 
only. 

70“ x 80“ 2*4 lbs. per pair—stitched ends 
only. 

72“ x 84“ 3*4 lbs. per pair—stitched ends 
or maximum 3“ binding. 

Colors: Rose and white—blue and white. 
In pairs or singles of pairs. 

(ii) White sheet blankets: 

70“ x 90“—single only—stitched ends 
only. 

70“ x 95“—single only—stitched ends 
only. 

80“ x 95“—6ingle only—stitched ends 
only. 

Weight or construction: Only one weight 
or construction produced by the blanket 
manufacturer during 1942 as regular num¬ 
ber. 

(ill) Jacquard blankets: 

64“ x 76“ lbs. per single—single only. 

66“ x 80“ 2*4 lbs. per single—single only. 

70“ x 80“ 5 lbs. per pair. Pairs or sin¬ 
gles of pairs. 
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(Ui) Jacquard blankets—Continued. 

72" x 84" 6Va lbs. per pair. Pairs or sin¬ 
gles of pairs. 

8tltched or hemmed ends or with bindings 
not over 4". 

Patterns: Only those for which cards were 
cut prior to April 17, 1943. 

Colors: Not more than 4 color combina¬ 
tions to a pattern. 

(2) 95% cotton and 5% wool waste, noils, 
reprocessed or reused wool: 

(i) Plaid: 

70" x 80" 3 lbs. per pair. 

Colors: Rose and white—blue and white. 
Binding: Not exceeding 3". 

In pairs or singles of pairs. 

(3) 95% cotton and 5% wool: 

(1) Plaid: 

72" x 84" 3% lbs. per pair. 

Colors: Rose and white—blue and white— 
cedar and white. 

Binding: Not exceeding 4". 

In pairs or singles of pairs. 

(4) 75% cotton and 25% wool: 

(I) Plaid: 

72" x 84" 3% lbs. per pair. 

Colors: Rose and white—blue and white— 
cedar and white—green and white. 

Binding: Not exceeding 4". 

In pairs or singles of pairs. 

(II) 8olld color single: 

72" x 84" 2 % lbs. per single. 

72" x 84" 3V4 lbs. per single. 

Colors: Rose, blue, green Rnd cedar. 
Binding: Not exceeding 4". 

(III) Jacquard single: 

72" x 84" 2% lbs. per single. 

Patterns: Only those for which the cards 
were cut prior to April 17, 1943. 

Colors: Not more than 4 color combina¬ 
tions to a pattern. 

Bindings: not exceeding 4". 

(5) Rayon and other fibers: 

(i) Solid color single: 

Only one size—not exceeding 72" x 84" 
Only one weight—not exceeding 3% lbs. 
per single. 

Only one blend—as made during 1942 and 
containing not over 25% wool. 

Colors: Rose, blue, green and cedar. 
Bindings: Not exceeding 4". 

(it) Jacquard single: 

Only one size—not exceeding 72" x 84" 
Only one weight—not exceeding 3*4 lbs. 
Only one blend—as made during 1942 and 
containing not over 25% wool. 

Patterns: Only those for which the cards 
were cut prior to August 25, 1943. 

Colors: Not more than 4-color combina¬ 
tions to a pattern. 

Bindings: Not to exceed 4". 

(6) Wool: 

Blends: Limited to the following ranges: 

50% wool, 75% wool, 95% wool. 

Width: Not to exceed 72". 

Length: Not to exceed 84". 

Weight: Not to exceed 4*4 lbs. per single 
or 5 l / 2 lbs. per pair. 

Colors: In not more than four colors and 
white for each blanket line, or in case 
of Jacquard blankets, in color combina¬ 
tions requiring not more than four col¬ 
ors and white. 

Bindings: Not to exceed 4". 

(7) Crib blankets: 

(i) All cotton receiving blankets 
26" x 34" 

Either 27" x 30" or 28" x 37" 

30" x 40" 

36" x 50" 

(11) All cotton Jacquard or double woven: 
30" x 40" 

36" x 50" 

(ill) Rayon blend containing not more 
than 25% wool: 

36" x 50" 

(lv) 75% cotton and 25% wool: 

36" x 50" 

Colors: Pink, blue and white. 

Binding: Not over 4" or with stitched ends. 


(e) General restrictions on manufac¬ 
ture of blankets. No person shall manu¬ 
facture for sale any blankets: 

(1) Which exceed 84" in length ex¬ 
cept white cotton sheet blankets not 
more than 95" long, or 

(2) In more than four colors and white 
for each blanket line, or in the case of 
jacquard blankets, in color combinations 
requiring more than four colors and 
white. 

(f) Tolerances. 10% plus in wool 
content and 5% plus or minus in weight 
and size of a blanket are permitted. 

(g) Exceptions. The restrictions of 
this order shall not apply to blankets: 

(1) Manufactured upon specific orders 
for delivery to or for the account of the 
Army or Navy of the United States, the 
United States Maritime Commission or 
the War Shipping Administration. 

(2) Made entirely by hand. 

(h) Equitable distribution. (This 

paragraph does not apply to sales by re¬ 
tailers, inasmuch as the Fair Distribution 
Policy for retailers is defined in Declara¬ 
tion of Policy of July 15, 1943.) Prefer¬ 
ence ratings are given to certain orders 
to further the war program. It is the 
policy of the War Production Board that 
blankets not required to fill rated orders 
shall be distributed equitably. In mak¬ 
ing such distribution due regard should 
be given to essential civilian needs, and 
there should be no discrimination in the 
acceptance or filling of orders as between 
persons who meet the seller's regularly 
established prices and terms of sale or 
payment. bn* 

Under this policy every seller of blank¬ 
ets, so far as practicable, should make 
available an equitable proportion of his 
merchandise to his customers periodi¬ 
cally, without prejudice because of their 
size, location or relationship as affili¬ 
ated outlets. 

It is not the intention to interfere with 
established channels and methods of dis¬ 
tribution unless necessary to meet war 
or essential civilian needs. If voluntary 
observance of the policy outlined is in¬ 
adequate to achieve equitable distribu¬ 
tion, the War Production Board may issue 
specific directions to named concerns. 
A failure to comply with a specific direc¬ 
tion shall be deemed a violation. 

(i) Jippeals. Any appeal from the 
provisions of this order shall be made by 
filing a letter in triplicate, referring to 
the particular provision appealed from 
and stating fully the grounds of the 
appeal. 

(j) Violations . Any person who wil¬ 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States is 
guilty of a crime, and upon conviction 
may be punished by fine or imprison¬ 
ment. In addition, any such person may 
be prohibited from making or obtaining 
further deliveries of, or from processing 
or using, material under priority con¬ 
trol and may be deprived of priorities 
assistance. 

(k) Comm unications. Ml communi¬ 
cations shall, unless otherwise directed, 
in writing, be addressed to: War Produc¬ 
tion Board. Textile, Clothing and Leather 


Division, Washington 25. D. C., Refer¬ 
ence: M-298. 

Issued this 25th day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary . 

[P. R. Doc. 43-13892: Piled, August 25. 1943: 
11:16 a. m.l 


Part 3290—Textile. Clothing and 
Leather 1 

[Preference Rating Order P-131, as Amended 
August 25, 1943[ * 

OFFICERS UNIFORMS 

§ 3290.133 1 Preference Rating Order 
(a) Applicability of regulations. 
This order and all transactions affected 
thereby are subject to all applicable reg¬ 
ulations of the War Production Board, 
as amended from time to time. 

(b) Definitions. For the purpose of 
this order: 

(1) “Officers' uniforms” means only 
the apparel and accessories below 
enumerated, manufactured of officer's 
uniform materials, defined in subpara¬ 
graph (3) of this paragraph (b), and in 
accordance with specifications pre¬ 
scribed by the applicable U. S. Army. 
Navy or other departmental or agency 
regulations, governing at the time of the 
application of the preference rating 
herein, viz: 

(i) Ready-to-wear and made-to-indi- 
vidual-measurement overcpats, rain¬ 
coats, coats, trousers, slacks, skirts, 
dresses, caps, web-belts, shirts and col¬ 
lars for: 

(a) Officers of the U. S. Women’s Army 
Corps (WACS); 

(8) Officer nurses of the U. S. Army: 

(c) Commissioned and warrant offi¬ 
cers of the U. S. Marine Corps, except 
officers and officer training school stu¬ 
dents of the U. S. Women’s Reserve of 
the U. S. Marine Corps Reserve; 

(d) Officers of the U. S. Coast and 
Geodetic Survey; and 

(e) Officers and nurses of the U. S. 
Public Health Service. 

(ii) Made-to-individual-measurement 
overcoats, short overcoats, raincoats, 
coats, trousers and slacks, made of wool 
cloths weighing over 13 ounces per yard 
based on a width of 56 inches, and made- 
to-individual-measurement and ready- 
to-wear combinations of coats with 
matching trousers, made of wool cloths 
weighing 13 ounces or less per yard based 
on a width of 56 inches or of cotton, for 
commissioned and warrant officers of 
the U. S. Army. 

(iii) Made -to-individual-measurement 
overcoats, raincoats, coats, trousers and 
skirts for commissioned, warrant, chief 
petty officers and officer nurses of. the 
U. S. Navy (including aviation), the 
U. S. Coast Guard, the U. S. Maritime 
Commission and the War Shipping Ad¬ 
ministration, except officers of the Wom¬ 
en's Naval Reserve (WAVES) and the 
Coast Guard Women’s Reserve <SPARS). 

(iv) Ready-to-wear coats and trousers, 
made of wool cloths weighing 13 ounces 
or less per yard based on a width of 56 

‘Formerly Part 1243, S 1243.1. 
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inches or of cotton, for commissioned, 
warrant and chief petty officers of the 
U. S. Navy (including aviation), the 
U. S. Coast Guard, the U. S. Maritime 
Commission and the War Shipping Ad¬ 
ministration, except officer nurses of the 
U. S. Navy, officers of the Women’s Naval 
Reserve (WAVES) and the Coast Guard 
Women's Reserve (SPARS). 

(v) Ready-to-wear and made-to-in- 
dividual-measurement winter working 
uniform overcoats for the U. S. Naval 
Aviation commissioned and warrant 
officers. 

(vi) Ready-to-wear and made-to-indi- 
vidual-measurement caps, web belts, 
shirts and collars for: 

(a) Commissioned and warrant of- 

ficers^ of the U. S.^Army, except shirts 

in khaka shade No. 1 (suntan) of trop¬ 
i cal w ors ted, 6 ounce and 8.2 ounce cot¬ 
ton cloths, and ex cept shirts of wool 
or part wool cloths in shades 50751 and~ 
5 4; and 

(b) Commissioned, warrant and chief 
petty officers of the U. S. Navy (includ¬ 
ing aviation), the U. S. Coast Guard, the 
U. S. Maritime Commission and the War 
Shipping Administration, except officers 
of the Women’s Naval Reserve (WAVES) 
and the Coast Guard Women’s Reserve 
(SPARS). 

(vii) OD handkerchiefs, and OD un¬ 
derwear for commissioned and warrant 
officers of the U. S. Army. 

(2) “Producer” means any person who 
manufactured officers’ uniforms prior to 
June 8. 1942. 

(3) “Officers’ uniform materials” 
means only those materials (except brass 
buckles for web belts, metal insignia and 
synthetic or partly synthetic materials 
for linings) conforming with the applica¬ 
ble U. S. Army, Navy or other depart¬ 
mental or agency regulations, governing 
at the time of the application of the 
preference rating herein. Whenever any 
such regulation does not specify or fully 
describe a component of an officer’s uni¬ 
form. the accepted commercial stand¬ 
ard for a product most nearly like such 
officer’s uniform shall apply. 

(4) “Made - to - individual - measure¬ 
ment” and “ready-to-w T ear” shall have 
their usual and customary trade mean¬ 
ing. 

(c) Assignment of preference ratings. 
Preference ratings are hereby assigned 
to a producer in order to obtain deliv¬ 
eries cf officer’s uniform materials for 
physical incorporation by him into of¬ 
ficers’ uniforms, viz: 

(1) Preference Rating AA-3 for chin- 
strap braid, for stripes and corps devices, 
including shouldermarks, made of U. S. 
Navy standard or U. S. Navy approved 
gold lace; 

(2) Preference Rating AA-5 for offi¬ 
cers’ uniform materials other than those 
listed in subparagraph (1) of this para¬ 
graph (c). 

(d) Conditions governing ratings. (1) 
The ratings assigned by paragraph (c) 
of this order shall be applied and ex¬ 
tended in accordance with Priorities 
Regulation No. 3, as amended from time 
to time, may be revoked or further con¬ 
ditioned as to any person or transaction, 
and any officer’s uniform materials ob¬ 
tained pursuant thereto may be redis¬ 


tributed by the War Production Board, 
and; 

(1) No producer shall apply such 
preference rating to an order for wool 
cloths, weighing over 13 ounces per yard 
based on a width of 56 inches, for of¬ 
ficers' uniforms if his inventory, on hand 
and on order, of such wool cloths for 
officers’ uniforms exceeds or would then 
exceed 25% of the yardage of such wool 
cloths for officers’ uniforms cut by him 
for officers’ uniforms during the period 
commencing January 1, 1943 and ending 
March 31, 1943; 

(ii) No cloth jobber shall extend such 
preference rating or any other prefer¬ 
ence rating to an order for wool cloths 
for officers’ uniforms if his inventory, 
on hand and on order, of wool cloths for 
officers* uniforms exceeds or would then 
exceed the yardage of wool cloths for 
officers' uniforms sold or delivered by 
him during the preceding 90 days. 

( 2) T h e preference rating previously 

assigned by this order and all applied 

tions an d extensions thereof are hereby 

revoked as to any 

(1) S yn thetic or partly synthetic ma¬ 

terial for linings; 

(ii) Undelivered wool or part wo ol 

cloths for shirts in shades 5 0, 51 and 547 

(e) Use of seconds or reject material. 

No person shall manufacture any of¬ 
ficers’ uniforms from materials graded 
as seconds or which have been rejected 
by any U. S. department or agency, but 
a made-to-individual-measurement of¬ 
ficer’s uniform may be cut from the por¬ 
tions of such materials complying with 
the departmental or agency regulations 
referred to in paragraph (b) (3) hereof. 

(f) Restrictions on sales of officers ’ 
uniforms . (1) Except in the case of sale 
or delivery for purposes of resale, no 
person shall sell or deliver any officer’s 
uniform, produced under this order, to 
anyone other than an officer or nurse 
for whom an officer’s uniform is provided 
in paragraph (b) (1) hereof. Upon such 
sale or delivery the person selling or 
delivering the same shall make and 
maintain a record of the name, rank, 
service, and serial number, if any, of 
such officer or nurse. The requirement 
that such record be made, and. main¬ 
tained shall not apply to any army ex¬ 
change, ship’s service department, com¬ 
missary or other enterprise operated 
under governmental supervision pri¬ 
marily for the benefit of such officers or 
nurses. 

(2) No person shall sell, deliver or 
accept delivery of any officer’s uniform 
or officer’s uniform materials or use any 
officer’s uniform materials, if he knows 
or has reason to believe that the same 
are or are to be sold, delivered or used 
in violation of this order. 

(g) Appeals. Any appeal from the 
provisions of this order shall be made 
by filing a letter, in triplicate, referring 
to the particular provision appealed from 
and stating the grounds of the appeal. 

(h) Violations. Any person who wil¬ 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or 
furnishes false information to any 
department or agency of the tJnited 
States is guilty of a crime, and upon 


26, 1943 

conviction may be punished by fine or 
imprisonment. In addition, any such 
person may be prohibited from making 
or obtaining further deliveries of, or 
from processing or using, material under 
priority control and may be deprived of 
priorities assistance. 

Issued this 25th day of August 1943. 
War Production Board, 

By J. Joseph Whelan, 

Recording Secretary. 

[P. R. Doc. 43-13891; Piled, August 25, 1943; 
11:16 a. m.J 


Part 3291— Consumers Durable Goods * 2 3 4 1 
[Limitation Order L-49 as Amended August 
25. 19431 

BEDS, BED SPRINGS, MATTRESSES, AND DUAL 
SLEEPING EQUIPMENT 

§ 3291.70 1 General Limitation Order 
L-49 —(a) Definitions. For the purposes 
of this order: 

(1) “Bedding products” means the fol¬ 
lowing: coil, flat, box and fabric bed- 
springs (whether or not they are integral 
parts of beds or other sleeping equip¬ 
ment) ; innerspring mattresses, pads and 
pillows; studio couches, sofa beds and 
lounges designed for dual sleeping and 
seating purposes. 

(2) “Base period” means the twelve 
month period ending June 30, 1941. 

(3) “Iron and steel used” means the 
aggregate weight of iron and steel con¬ 
tained in a finished product. 

(4) “Joining hardware” means the 
minimum amount of iron and steel re¬ 
quired for nails, nuts, bolts, screws, 
clasps, rivets and similar joining pur¬ 
poses. 

(5) “Manufacturer” means any person 
who manufactures or assembles bedding 
products or parts made specifically for 
incorporation into bedding products. 

(6) “Renovator” means any person 
who repairs used bedding products. 

(b) Restrictions on production of mat- 
tresses, pads and pillows. (1) On and 
after June 8,1942, no manufacturer shall 
procure or acquire any wire to be used 
in the production of innerspring con¬ 
structions for innerspring mattresses, 
pads and pillows from any source what¬ 
soever, except from the inventories of 
other manufacturers of such products. 

(2) On and after August 1, 1942, no 
manufacturer shall process, fabricate, 
work on or assemble any wire for use 
in the production of innerspring con¬ 
structions for innerspring mattresses, 
pads and pillows. 

(3) During the month of August 1942, 
no manufacturer shall use more wire in 
the aggregate production of innerspring 
mattresses, pads and pillows than 100% 
of the average monthly amount of wire 
used by him in the aggregate production 
of such products during the base period. 

(4) On and after September 1, 1942, 
no manufacturer shall process, fabricate, 
work on or assemble any mattresses, pads 
and pillows containing any iron or steel, 
except 

(i) Buttons, ventilators, handles or 
eyelets; or 

(ii) A manufacturer may replace units 
contained in mattresses, pads and pil- 

1 Formerly Part 1099, § 1099.1. 
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lows previously sold by him If such re¬ 
placement Is specifically required by 
guarantee agreements entered into by 
such manufacturer. 

(5) On and after August 1, 1942, no 
manufacturer shall procure or acquire 
any iron or steel to be used in the pro¬ 
duction of buttons, ventilators, handles 
or eyelets for mattresses, pads and pil¬ 
lows from any source whatsoever, except 
from the inventories of other manufac¬ 
turers of such products. 

(6) On and after September 1. 1942, 
no manufacturer shall process, fabricate, 
work on or assemble any buttons, ven¬ 
tilators, handles or eyelets for mat¬ 
tresses, pads and pillows if such buttons, 
ventilators, handles or eyelets contain 
any iron or steel. 

(c) Restrictio ns on production of coil, 
flat , box and fabric bed spri ngs. (1) O n 

and af ter August 15. 1943, no manufac- 

turer shall process, fabric ate, w ork on or 
assemble any coil, flat, box or fabric bed 
springs con tain ing mor e than the follow- 
ing amount of iro n and steei: 


Coil h€<l springs: 

Note: Tabic added August 25, 1&43. 

Crimp top . M t(M1) 

Coils and crimp?, 14 lbs.5% tolerance 

Coils—high carbon wire: Crimps—Bessemer or 
low carbon wire 

Border wire and crimp, 4 lbs. 5% tolerance 

Bessemer or low carbon wire 

Helical top _ A , 

Coils and helicals, 15 lbs.5% tolerance 

High carbon wire 

Border wire and crimp, 6 lbs.. b% tolerance 

Bessemer or low carbon wire 
Bottom frame for both crimp top and Helical top 

Angles, bands and crimps, 24 lbs.10% tolerance 

Angle rerolled rail steel: bands, rerolled rail steel 
• or secondary grade billets such as discarded top 
cuts or rejects; wire—Bessemer or low carbon 
Flat and fabric bed springs: 

Fabric, bands, cables and helicals 13 lbs. 10% tolerance 
Helicals—high carbon wire: fabric, bands or cables— 
Bessemer or low carbon steel 
Frames (angle or riser type) 30 lbs .... .10% tolerance 
ReroDcd rail ancle and rerolled rail tube 
Box bed springs: . , 

Coils and border wire, 12 lbs.10% tolerance 

Coils—high carbon wire; border and crimps—high 
carbon, Bessemer or low carbon wire 


Toler ance specified are pl us. Weights 
specified do not include Joining hard¬ 
ware^ Maxim um weights are for full 
size new bed springs and new b ox bed 
springs 52 to 54"inches wide , by 72 to 75 
inches lon g. Maxim um weigh ts for 
other than fu ll size new bed s prings and 
new box bed sprin gs shall be increased or 
decreased in prop ortion to th e size of the 
produc t produced . 

~ (2)~During the period of three months 
beginning July 1, 194 3, no manuf ac turer 
shall use more iron a nd stee l in his ag- 
gregate pr oduction of coil, flat, box and 
fabric bed springs (whether or not they 

are integral part s of beds or other sleep- 

ing equipment) t han 10% of the iron and 

steel used by him in the aggr egate pro¬ 

duction of coil, fiat and fabric bed 
spring s (which were n o t integra l parts of 

beds or other sleepin g eq uip ment) dur- 
ing th e base'period , plus of the iron 
and steel used by him in the production 

of box bed sp rings (w het her o r not they 

are integral parts of beds or other sleep ¬ 

ing equipment) during the base period. 


( 3) The restrictions containe d_in 

paragraph (c) (2) shall not apply to 
manufacturers of pa rts ma de specifi cally 
for incorp oration into coll, flat, b ox and 
fabric bed springs, but only to manufac- 
turers of complete coil, flat, box and fab¬ 

ric bed springs. 

(d) Restrictions on production of 
studio couches, sofa beds and lounges . 

(1) On and after August 1. 1942, no 
manufacturer of parts made specifically 
for incorporation into studio couches, 
sofa beds and lounges designed for dual 
sleeping and seating purposes shall pro¬ 
cure or acqtiire any iron or steel to be 
used in the production of such parts from 
any source whatsoever, except from the 
inventories of other manufacturers of 
such parts. 

(2) On and after September 1, 1942, 
no manufacturer shall process, fabricate, 
work on or assemble any parts made 
specifically for incorporation into studio 
couches, sofa beds and lounges designed 
for dual sleeping and seating purposes 
if such parts contain any iron or steel, 
other than joining hardware. 

(3) On and after November 1. 1942, 
no manufacturer shall process, fabricate, 
work on or assemble any studio couch, 
sofa bed or lounge designed for dual 
sleeping and seating purposes which con¬ 
tains any iron or steel other than joining 
hardware, except that manufacturers 
may. after November 1. 1942, process, 
fabricate, work on or assemble final 
fabric cbvers on' atfy such studio couch, 
sofa bed or lounge, provided that any 
such studio couch, sofa bed or lounge 
has otherwise been completely processed, 
fabricated, worked on or assembled prior 
to November 1, 1942. 

(e) Restrictions on renovators of bed¬ 
ding products. On and after September 
1. 1942, no renovator shall replace any 
unit contained in an innerspring mat¬ 
tress, pad. pillow, studio couch, sofa bed 
or lounge with a unit which has never 
been used by an ultimate consumer. 

(f) Special exemptions. The restric¬ 
tions contained in this order shall not 
apply to the production of bedding prod¬ 
ucts for the following purposes: 

(1) In fulfillment of a specific order of, 
or contract with, the Army or Navy of 
the United States, the United States 
Maritime Commission, the War Shipping 
Administration, The Panama Canal, the 
Coast and Geodetic Survey, the Coast 
Guard, Civilian Aeronautics Authority, 
the National Advisory Commission for 
Aeronautics, Office of Scientific Research 
and Development and any foreign coun¬ 
try pursuant to the Act of March 11, 
1941, entitled “An Act to Promote the 
Defense of the United States” (Lend- 
Lease Act); or 

(2) In fulfillment of a specific order 
of, or contract with a hospital or sani¬ 
tarium. 

(g) Inventory restrictions. (1) The 
sales specified below shall be expressly 
permitted within the terms of paragraph 
(c) (3) of Priorities Regulation No. 13 
(§ 944.34): 

(i) Sales of wire by manufacturers of 
innerspring constructions for innerspring 
mattresses, pads and pillows, to other 
manufacturers of such products. 


(ii) Sales of iron or steel by manufac¬ 
turers of buttons, ventilators, handles or 
eyelets for mattresses, pads and pillows, 
to other manufacturers of such products. 

(ill) Sales of iron or steel by manufac¬ 
turers of parts made specifically for in¬ 
corporation into studio couches, sofa beds 
and lounges designed for dual sleeping 
and seating purposes, to other manufac¬ 
turers of such products. 

(iv) Sales of wire by manufacturers 
of coil, flat, fabric or box bedsprings, to 
other manufacturers of such products. 

(2) No manufacturer of bedding prod¬ 
ucts shall accumulate for use in the 
manufacture of such products inventories 
of raw materials, semiprocessed mate¬ 
rials, or finished parts in quantities in ex¬ 
cess of the minimum amount necessary 
to maintain production of bedding prod¬ 
ucts at the rates permitted by this order. 

(h) Records. All persons affected by 
this order shall keep and preserve for not 
less than two years accurate and com¬ 
plete records concerning inventories, pro¬ 
duction and sales. 

(i) Audit and inspection. All records 
required to be kept by this order shall, 
upon request, be submitted to audit and 
inspection by duly authorized representa¬ 
tives of the War Production Board. 

(j) Reports. Each manufacturer to 
whom this order applies shall file with 
the War Production Board such reports 
and questionnaires as said board* shall 
from time to time request. 

(k) Violations. Any person who wil¬ 
fully violates any provision of this order, 
or who, in connection with this order, 
wilfully conceals a material fact or fur¬ 
nishes false information to any depart¬ 
ment or agency of the United States, is 
guilty of a crime, and upon conviction 
may be punished by fine or imprisonment. 
In addition, any such person may be pro¬ 
hibited from making or obtaining fur¬ 
ther deliveries of or from processing or 
using material under priority control and 
may be deprived of priorities assistance. 

(1> Appeal. Any appeal from the pro¬ 
visions of this order must be made on 
Form PD-500 and must be filed with the 
field office of the War Production Board 
for the district in which is located the 
plant to which the appeal relates. 

(m) Applicability of other orders. In¬ 
sofar as any other order issued, or to be 
issued hereafter, limits or may limit the 
use of any material in the production of 
bedding products to a greater extent 
than the limits imposed by this order, 
the restrictions in such other order shall 
govern unless otherwise specified therein. 

(n) Communications. All reports to be 
filed, and other communications concern¬ 
ing this order should be addressed to the 
War Production Board. Washington, 25, 
D. C., Ref: L-49. 

Issued this 25th day of August 1943. 

War Production Board, 

By J. Joseph Whelan, 

Recording Secretary . 

INTERPRETATION 1 

Some question has arisen as to the effect 
of L-49 upon the repair and renovation of 
used coll, flat, and fabric bedsprings. Para¬ 
graph (a) (5) of L-49 defines a manufac¬ 
turer as “any person who manufactures or 
assembles beading products . . ." and para¬ 
graph (a) (6) defines a renovator as "any 
person who repairs used bedding prqducts.” 
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Persona who obtain new or used parts, 
or used bedsprings, which they tear down 
completely and which they thereafter re¬ 
assemble Into bedsprings are engaged In 
manufacturing operations regardless of the 
fact that only used parts may be involved. 
As manufacturers they become subject to 
weight and quota limitations on bedsprings 
contained in .L-49. Persons who take used 
bedsprings and remove only worn parts of 
such springs which they replace with either 
new parts or parts which have been used in 
bedsprings other than the specific ones being 
repaired are renovators and as such are not 
subject to any restrictions contained in 
L—49. (Issued March 20, 1943.) 

[F. R. Doc. 43-13893; Filed, August 25, 1943; 

11:15 a. m.J 


Chapter XI—Office of Price Administration 
Part 1300— Procedural 
(R ev. Procedural Reg. 1,» Arndt. 4] 

ISSUANCE, ADJUSTMENT, AMENDMENT, PRO¬ 
TEST AND INTERPRETATION OF MAXIMUM 
PRICE REGULATIONS 

Revised Procedural Regulation No. 1 
is amended in the following respects: 

1. In the second sentence of § 1300.21, 
the words after and including the word 
‘‘except” are deleted and the comma pre¬ 
ceding the word “except” is changed to 
a period. 

2. In § 1300.42, the words after and 
including the word “except” are deleted 
and the comma preceding the word “ex¬ 
cept” is changed to a period. 

3. In § 1300.52 (b), the second sentence 
is deleted. 

This amendment shall become effective 
August 24, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871; E.O. 9328, 8 F.R. 4681) 

Issued this 24th day of August 1943. 

George J. Burke, 
Acting Administrator. 

(F. R. Doc. 43-13830; Filed, August 24, 1943; 
4:02 p. m.J 


Part 1300— Procedure 
(P rocedural Reg. 9,* Corr. of Arndt. 8( 

UNIFORM APPEAL PROCEDURE UNDER RATION 
ORDERS 

Amendment No. 8 to Procedural Reg¬ 
ulation No. 9 is corrected by substituting 
the paragraph designation “(b)” in 
§ 1300.611 for the paragraph designation 
“(c)” wherever said designation appears 
in the amendment. 

This correction shall become effective 
August 28, 1943. 

(Pub. Law 671, 76th Cong, as amended by 
Pub Laws 89.421, 507 and 729, 77th Cong., 

E. O. 9125, 7 F.R. 2719; E.O. 9280; 7 F.R. 
10179; WPB Dir. 1. 7 F.R. 562; Sec. of Agr. 
Food Dir. 3, 8 F.R. 2005, Food Dir. 5, 8 

F. R. 2251, Food Dir. 6. 8 F.R. 3471, Food 
Dir. 7, 8 F.R. 3471, Food Dir. 8, 8 F.R. 
7093) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

IF. R. Doc. 43-13826; Filed, August 24, 1943; 
4:04 p. m.J 

1 7 PtR. 8961; 8 Fit. 3313. 3533, 6173. 


Part 1305— Administration 
(S upp. Order 51] 

CHANGE IN REFERENCE TO CERTAIN SUPPLE¬ 
MENTARY REGULATIONS 

A statement of the reasons involved in 
the issuance of this supplementary order, 
issued simultaneously herewith has been 
filed with the Division of the Federal 
Register.* 

§ 1305.71 Change in reference to cer¬ 
tain supplementary regulations, (a) 
Any reference to Supplementary Regula¬ 
tion No. 12 or to Revised Supplementary 
Regulation No. 12 to the General Maxi¬ 
mum Price Regulation in any price regu¬ 
lation heretofore issued by the Office of 
Price Administration shall hereafter be 
deemed to be to the Maximum Import 
Price Regulation. 

(b) “Price regulation,” as used in this 
Supplementary Order No. 51 means a 
price schedule effective in accordance 
with the provisions of section 205 of the 
Emergency Price Control Act of 1942, 
Maximum price regulation or temporary 
maximum price regulation issued by the 
Office of Price Administration, or any 
amendment or supplement thereto. 

(c) This Supplementary Order No. 51 
(§ 1305.71) shall become effective August 
23. 1943. 

(56 Stat. 23. 765; Pub. Law 151, 78th 
Cong.; E O. 9250, 7 F.R. 7871; E.O. 9328, 
8 F.R. 468D 

Issued this 20th day of August 1943. 

Chester Bowles. 
Acting Administrator. 

(F. R. Doc. 43-13639; Filed. August 20. 1943; 
4:40 p. m.J 

Part 1340— Fuel 
(MPR 120,» Arndt. 58) 

BITUMINOUS COAL DELIVERED FROM MINE OR 
PREPARATION PLANT 

A statement of the considerations in¬ 
volved in the issuance of this amendment, 
issued simultaneously herewith, has been 
filed with the Division of the Federal 
Register.* 

In § 1340.224 (b), a price instruction, 
subparagraph (12), is added to read as 
follows: 

(12) Washed egg coal in Size Group 4 
produced at the Hull Mine, Mine Index 
No. 44, may be sold and purchased at a 
price not exceeding $3.40 per net ton 
f. o. b. mine for shipment by rail. 

This amendment shall be effective 
August 30, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871; E.O. 9328, 8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 

• Acting Administrator . 

(F. R. Doc. 43-13842; Filed. August 24. 1943; 
4:29 p. m.J 


•Copies may be obtained from the Office of 
Price Administration.. 

*7 Fit. 3168, 3447, 3901, 4336. 4342, 4404, 
4540, 4541, 4700, 5059, 5560, 5607. 5827, 5835, 

6169, 6218, 6265, 6272, 6472. 6325, 6524, 6744, 

6898, 7777, 7670. 7914. 7942. 8354. 8650, 8748, 

9783. 10470, 10581, 10780, 10993, 11008. 11012; 
8 Fit. 926, 1388, 1629, 1679. 1747, 1971, 2023, 

2030, 2273, 2284, 2501, 2497, 2713, 2873, 2920, 

2997. 2873, 2921, 3266. 3855, 4258, 4717, 4785. 

5477. 6443, 7200, 8504, 9018, 10936. 


Part 1341 —Canned and Preserved Foods 
[MPR 306, 1 * Arndt, 15J 
CERTAIN PACKED FOOD PRODUCTS 

A statement of the considerations in¬ 
volved in the issuance of Amendment 
No. 15 to Maximum Price Regulation No. 
306 has been issued and filed with the 
Division of the Federal Register.* 

Maximum Price Regulation No. 306 is 
amended in the following respects: 

1. Section 1341.560 is added to read as 
follows: 

§ 1341.560 F. O. B. factory prices 
where the processor owns more than one 
factory. For each item covered by this 
regulation for which regional flat prices 
are established, in cases where the proc¬ 
essor owns more than one factory f. o. b. 
maximum prices shall be determined 
separately for each factory. For all other 
items covered by this regulation f. o. b. 
maximum prices shall also be determined 
separately for each factory except that 
if any group of two or more factories 
had the same f. o. b. factory price for the 
1941 pack of an item, the maximum prices 
for such item for all the factories in the 
group shall be the maximum price of 
the factory in the group which had the 
largest volume of production during the 
1941 pack. 

2. Section 1341.561 (c) is added to read 
as follows: 

(c) Any processor who sold or delivered 
any item covered by this regulation, 
packed by him during the calendar year 
1941, from two or more of his factories 
on an established uniform delivered 
price basis by zone or area regardless 
of the factory from which shipment was 
made, may continue such practice and 
establish maximum delivered prices by 
averaging the maximum delivered prices 
computed in accordance with paragraphs 
(a) or (b) with respect to sales from each 
such factory on the basis of the pro¬ 
portion of actual deliveries of the 1943 
pack of the item to be made from each 
of his respective factories. 

3. Section 1341.564 is added to read as 
follows: 

§ 1341.564 Treatment of fractional 
parts of a cent in figuring maximum 
prices, (a) Amounts computed in the 
process of, or as a step in, figuring a 
maximum price (other than the maxi¬ 
mum price itself) shall be carried to 
four* decimal places (hundredths of a 
cent). Any further fraction shall be 
disregarded. 

(b) The final computation in figuring 
a maximum price, per dozen or other 
unit, on sales other than to government 
procurement agencies shall be rounded 
off to the next higher full cent if the 
fraction is one-half cent or more, and 
shall be reduced to the next lower full 
cent if the fraction is less than one-half 
cent. On sales to government procure¬ 
ment agencies, however, the final com¬ 
putation in figuring the maximum price 
shall be carried to four decimal places 
(hundredths of a cent) and any further 
fraction shall be disregarded. 


’8 F.R. 1114. 1313. 2921, 3732, 3853, 4179, 
4633, 5266. 6617, 9291, 10304. 10558, 10725, 
10824, 10986. 11247, 11296. 
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4. The headnote of $ 1341.584 (a) Is 
amended to read as follows: _ 

(a) Peas (except blackeye, crowder. 
cream and field peas). 

5. Section 1341.584 (a) (7) is revoked. 

6. The item "Peas, blackeye, crowder, 
cream and field” is added to the list of 
miscellaneous canned vegetables in 
Group I of § 1341.585 (a). 

7. The headnote of § 1341.586 (a) (1) 
is amended to read as follows: 

(1) Peas (except blackeye, crowder, 
cream and field peas). 

8. The terms “blackeye” and “crowder” 
are deleted from the fourth column of 
the table in § 1341.586 (a) (1). 

9. Column 8 of the table in § 1341.584 
(f) (1) is redesignated Column 9, and a 
new Column 8 is added to read as fol¬ 
lows: - 


Col. 1 


Col. 8 

Item No. 


New Jersey 

1 . 


No. 2 cans 

No. 10 cans 


$3.50 
3.40 
3.30 
3.20 
3.10 
2.60 
1.60 


2. 



3 . 



4. 



5 .. .. 



0. 


$13.00 
% 7.60 

7. 





10. The introductory clause of sub- 
paragraph (4) of § 1341.584 (f) is 
amended to read as follows: 

(4) If the processor cannot establish 
a maximum price for any particular va¬ 
riety, style, grade, size and container 
size of asparagus, packed in tin, under 
the foregoing provisions: 

11. Subdivision (i) of § 1341.584 (h) 
<6) is revoked, and a new subdivision 
(i) is added to read as follows: 

(i) 96 percent of the maximum price 
for sales other than to government pro¬ 
curement agencies as established under 
paragraphs (2) and (4), respectively, 
plus 

12. Section 1341.584 (h) (7) is added 
to read as follows: 

(7) The processor’s maximum price 
per dozen No. 10 cans of tomato catsup 
for sales to government procurement 
agencies, regardless of the provisions of 
paragraph (6), shall be at least equal to 
his maximum price per dozen for the 
same grade in 14 ouiice bottles (deter¬ 
mined under paragraph (6) multiplied 
by 6.5. 

13. The item “Beans, fresh shelled” 
is added in its alphabetical order to the 
list of miscellaneous canned vegetables 
in Group n of § 1341.585 (a). 

14. Section 1341.585 (a) (2) (i) (b) 
is amended by adding immediately after 
the last sentence the following: 

Provided, That for fresh shelled beans 
use the support price of the War Food 
Administration for snap beans for the 
area where the processor’s factory is 
located: And provided further , That 


where the processor purchases any of 
the raw vegetables in Group II in a sup¬ 
port price area other than that in which 
his factory is located, he shall use the 
applicable support price for the area in 
which the raw vegetable was grown with 
respect to the quantities so purchased, 
and he may add with respect to such 
quantities the actual cost of transpor¬ 
tation to his factory at the lowest con¬ 
tract or common carrier rate available. 


15. Section 1341.586 (a) is amended 
by adding the states of Iowa and New 
Jersey in alphabetical order as set forth 
below: 

a. In subparagraph (1) New Jersey is 
added to the list of states for Region I, 
and Iowa is added to the list of states 
for Region II. 

b. In subparagraph (2) Iowa and New 
Jersey are added to the list of states for 
Region II. 

c. In subparagraph (3) Iov.a is added 
to the list of states for Region n, and 
New Jersey is added to the list of states 
for Region IV. 

d. In subparagraph (4) New Jersey 
is added to the list of states for Region 
IH t and Iowa is added to the list of 
states for Region IV. 

16. Section 1341.586 (b) is amended 
by adding the states of Iowa and New 
Jersey in alphabetical order to the list 
of states in subparagraph (1), and to 
the group of states beginning with Col¬ 
orado and ending with Wisconsin in 
subparagraph (2). 

17. Section 1341.586 (c) is amended by 
adding the states of Iowa and New Jer¬ 
sey in alphabetical order as set forth 
below: 

a. In subparagraph (1) New Jersey is 
added to the group of states consisting 
of Delaware and Maryland, and Iowa is 
added to the group of states beginning 
with Illinois and ending with Wisconsin. 

b. In subparagraph (2) Iowa and New 
Jersey are added to the group of states 
beginning with Delaware and ending 
with Wisconsin. 

c. In subparagraph (4) Iowa and New 
Jersey are added to the list of states. 

18. Section 1341.586 (d) is amended 
by adding the states of Iowa and New 
Jersey in alphabetical order to each list 
of states in subparagraphs (1). (2), and 
(3). 


19. In Section 1341.587 (a) (2) (ii) the 
list of raw berries is amended to read as 
follows: 


Maxtmum cost 
per pound 


Rate berry 

Blueberries, except wild' 
berries grown In 
Mftlne, Massachusetts. 

New Hampshire, and 
Vermont. 

Cranberries, H u c k 1 e- 
berrles and Straw¬ 
berries. 

Blackberries _$0.12 

Blueberries, wild, grown In Maine, 
Massachusetts, New Hampshire and 


1942 cost per pound 
as required to be 
i * computed under 
MPR 185 plus 
$.03 per pound. 


Vermont - 

Boysenberries- 

Gooseberries- 

Loganberries- 

Raspberries, black. 

Raspberries, red- 

Youngberrles_ 


.12 

.12 

.08 

.12 

.13 

.15 

.12 


This amendment shall become effec¬ 
tive August 24, 1943. 

(56 Stat. 23, 765: Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 F.R. 7871; E.O. 9328, 
8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

|F. R. Doc. 43-13831; Filed. August 24. 1943; 
4:01 p. m.J 


Part 1347—Paper, Paper Products. Raw 
Materials for Paper and Paper Prod¬ 
ucts, Printing and Publishing 

[MPR 129,* Amdt. 171 

GUMMED PAPERS 

A statement of the considerations in¬ 
volved in the issuance of this amendment 
has been issued simultaneously herewith 
and has been filed with the Division of 
the Federal Register.* 

Paragraph (a) (15) of § 1347.22 is 
amended to read as set forth below: 

§ 1347.22 Definitions. (a) When 
used In this Maximum Price Regulation 
No. 129, the term: 

• * • • * 

(15) “Gummed papers” includes all 
types of paper and cloth materials 
gummed and sold in sheets or rolls except 
gummed Kraft sealing tapes as defined 
in Maximum Price Regulatipn No. 459. 
(gummed Kraft sealing tape). 

This amendment shall become effec¬ 
tive August 30. 1943. 

(Pub. Laws 421 and 729, 77th Cong.; 
E.O. 9250, 7 F.R. 7871, E.O. 9328, 8 F.R. 
4781) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

[F. R. Doc. 43-13828; Filed, August 24, 1943; 
4:04 p. m.] 


Part 1347—Paper. Paper Products, Raw 
Materials for Paper and Paper Prod¬ 
ucts, Printing and Publishing 

[MPR 4591 

GUMMED KRAFT SEALING TAPE 

In the judgment of the Price Adminis¬ 
trator, it is necessary and proper to 
establish maximum prices for sales of 
gummed Kraft sealing tape by a separate 
price regulation. The Price Adminis¬ 
trator has ascertained and given due 
consideration to manufacturers’ prices 
for gummed Kraft sealing tape prevailing 
between October 1 and October 15, 1941, 


•Copies may be obtained from the Office 
of Price Administration. 

1 7 F.R. 3178. 3242. 3482, 3554. 4176. 4668, 
6172. 5780, 5943, 7974, 8939. 8948. 9131, 9724, 
10152, 10812. 8 F.R. 1389, 2237, 4635. 
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inclusive, and has made adjustments for 
such relevant factors as he determined 
and deemed to be of general applicability. 
So far as practicable, the Price Adminis¬ 
trator has advised and consulted with 
representative members of the industry 
which will be affected by this regulation. 

In the judgment of the Price Adminis¬ 
trator, the maximum prices established 
by this regulation are'and will be gener¬ 
ally fair and equitable and will effectu¬ 
ate the purposes of the Emergency Price 
Control Act of 1942, as amended; and 
Executive Orders Nos. 9250 and 9328. A 
statement of the considerations involved 
in the issuance of this regulation has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register.* * 

§ 1347.1001 Manufacturers' maximum 
prices for gummed Kraft scaling tape. 
Under the authority vested in the Price 
Administrator by the Emergency Price 
Control Act of 1942, as amended, and 
Executive Orders Nos. 9250 and 9328, 
Maximum Price Regulation No. 459 
(Manufacturers’ Maximum Prices for 
Gummed Kraft Sealing Tape) which is 
annexed hereto and made part hereof, is 
hereby issued. 

Authority : § 1347.1001 issued under Pub. 
Laws 421 and 729. 77th Cong., Pub. Law 151, 
78th Cong., E.O. 9250, 7 FJR. 7871: E.O. 9328, 
8 P M. 4781. 

Maximum Prick Regulation No. 459— Manu¬ 
facturers* Maximum Prices for Gummed 

Kraft Sealing Tape 


1. Prohibition against sales of gummed 

Kraft sealing tape above maximum 
prices. 

2. Less than maximum prices. 

3 To what transactions, commodities and 
persons this regulation applies, and 
the relation to other regulations. 

4. Geographical applicability. 

5 Export sales. 

6. Federal and state taxes. 

7 Marking of products. 

8. Records and reports. 

9. Enforcement. 

10. Evasion. 

11 Discounts and allowances. 

12. Petitions for amendment. 

13. Adjustable pricing. 

14 Definitions. 

Appendix A. Manufacturer’s maximum de¬ 
livered prices for sales of gummed Kraft 
sealing tape to distributors. 

Appendix B. Manufacturer’s maximum de¬ 
livered prices for sales of gummed Kraft 
sealing tape to industrial and institutional 
users and to persons other than distributors. 

Section 1 . Prohibition against sales of 
gummed Kraft sealing tape above maxi- 
mum prices. On and after August 30, 
1943, regardless of any contract, agree¬ 
ment or other obligtion: 

(a) No manufacturer shall sell, de¬ 
liver, or transfer any gummed Kraft 
sealing tape at higher prices than the 
maximum prices set forth in Appendices 
A and B of this Maximum Price Regula¬ 
tion No. 459. 

(b) No person shall buy or receive 
from a manufacturer any such 

•Copies may be obtained from the Office of 
Price Administration. 


gummed Kraft sealing tape in the course 
of trade or business at higher prices than 
the maximum prices set forth in Appen¬ 
dices A and B of this Maximum Price 
Regulation No. 459. 

(c) No person shall agree, offer, solicit 
or attempt to do any of the foregoing: 
Provided, That the provisions of this 
Maximum Price Regulation No. 459 shall 
not apply to sales or deliveries of 
gummed Kraft sealing tape to a pur¬ 
chaser if prior to August 30, 1943, such 
gummed Kraft sealing tape has been re¬ 
ceived by a carrier other than a carrier 
owned or controlled by the seller for 
shipment to such purchaser. 

Sec. 2. Less than maximum prices. 
Lower prices than those established by 
this Maximum Price Regulation No. 459 
may be charged, demanded, paid or 
offered. 

Sec. 3. To what traiisactioiis, com¬ 
modities and persoiis this regulation ap¬ 
plies, and the relation to other regula¬ 
tions. The provisions of this Maximum 
Price Regulation No. 459 supersede the 
provisions of Maximum Price Regulation 
No. 129 1 with respect to sales and deliver¬ 
ies of gummed Kraft sealing tape for 
wiiich maximum prices are established 
by this Maximum Price Regulation No. 
459. The maximum prices established 
by this regulation are applicable to all 
persons at the manufacturers* level. 
Distributors’ maximum prices for sales 
and deliveries of gummed Kraft sealing 
tape are established by Maximum Price 
Regulation No. 349. Maximum prices 
for sales and deliveries of gummed Kraft 
sealing tape by all persons other than 
manufacturers and distributors are gov¬ 
erned by the General Maximum Price 
Regulation. 

Sec. 4. Geographical applicability. The 
provisions of this Maximum Price Regu¬ 
lation No. 459 shall be applicable to the 
forty-eight states of the United States 
and the District of Columbia, but shall 
not be applicable to the territories and 
possessions of the United States. 

Sec. 5 Export sales. The maximum 
prices at w'hich a person may export 
gummed Kraft sealing tape shall be de¬ 
termined in accordance with the pro¬ 
visions of the Second Revised Maximum 
Export Price Regulation, 2 issued by the 
Office of Piice Administration. 

Sec. 6. Federal and state taxes. Any 
tax upon, or incident to, the sale or deliv¬ 
ery of gummed Kraft sealing tape cov¬ 
ered by this Maximum Price Regulation 
No. 459, imposed by any statute of the 
United States or statute or ordinance of 
any state or subdivision thereof, shall be 
treated as follow’s in determining the 
seller’s maximum price for such com¬ 
modity and in preparing the records of 
such seller with respect thereto: If the 
statute or ordinance imposing such tax 
does not prohibit the seller from stating 
and collecting the tax separately from 
the purchase price, and the seller does 
separately state it, the seller may collect, 
in addition to the maximum price, the 

>7 F.R. 3178. 3242, 3554. 3176, 3668. 5172, 
5780, 5943. 7974, 8939. 8938. 9131, 9724, 10152. 
10812. 8 F.R. 1389. 2237, 4635. 

*8 FM. 4132. 5987, 7662. 


amount of the tax actually paid by him or 
an amount equal to the amount of tax 
paid by any prior vendor and separately 
stated and collected from the seller by 
the vendor from whom he purchased: 
Provided , however. That the tax on the 
transportation of all property (excepting 
coal) imposed by section 620 of the Reve¬ 
nue Act of 1942 shall for purposes of de¬ 
termining the applicable maximum price 
of any product covered by this Maximum 
Price Regulation No. 459 be treated as 
though it were an increase of 3% in the 
amount charged by every person engaged 
in the business of transporting property 
for hire. It shall not be treated as a tax 
for which a charge may be made in 
addition to the maximum price. 

Sec. 7. Marking of products, (a) Man¬ 
ufacturers of standard gummed Kraft 
sealing tape shall either: 

(1) Securely affix an appropriate label 
on each bundle of such tape so that it is 
clearly visible and containing easily 
readable letters stating the name and 
address of the manufacturer and that 
such product is a standard gummed 
Kraft sealing tape, except that no such 
label need be affixed to bundles which 
are already prepared for shipment on 
August 29, 1943, or 

(2) State on the invoice when selling 
such grade that the bundle contains 
standard gummed Kraft sealing tape. 

(b) Manufacturers of superstandard 
gummed Kraft sealing tape shall either: 

(1) Securely affix an appropriate label 
on each bundle of such tape so that it is 
clearly visible and containing easily read¬ 
able letters stating the name and address 
of the manufacturer and that such prod¬ 
uct is a superstandard gummed Kraft 
sealing tape, except that no such label 
need be affixed to bundles which are al¬ 
ready prepared for shipment on August 
29. 1943, or 

(2) State on the invoice when selling 
such grade that the bundle contains 
superstandard gummed Kraft sealing 
tape. 

(c) Manufacturers of special gummed 
Kraft sealing tape shall either: 

(1) Securely affix an appropriate label 
on each bundle of such tape so that it 
is clearly visible and containing easily 
readable letters stating the name and 
address of the manufacturer and that 
such product is a special gummed Kraft 
sealing tape, except that no such label 
need be affixed to bundles which are al¬ 
ready prepared for shipment on August 
29. 1943, or 

(2) State on the invoice when selling 
such grade that the bundle contains spe¬ 
cial gummed Kraft sealing tape. 

Sec. 8. Records and reports. (a) 

Every person making sales of gummed 
Kraft sealing tape covered by this Max¬ 
imum Price Regulation No. 459 after 
August 29. 1943, shall keep for inspection 
by the Office of Price Administration for 
so long as the Emergency Price Control 
Act of 1942, as amended, remains in ef¬ 
fect, accurate records of each sale, show¬ 
ing the date thereof, the name and 
address of the buyer, the price contracted 
for or received and the quantity and a 
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description of each grade or type of 
such gummed Kraft sealing tape. 

(b) Such persons shall submit such 
reports to the Office of Price Administra¬ 
tion and shall keep such other records in 
addition to or in place of the records 
required in paragraph (a) of this section 
as the Office of Price Administration may 
from time to time require, subject to the . 
approval of the Bureau of the Budget 
pursuant to the Federal Reports Act of 

1942. 

(c) Within 21 days after August 30, 

1943, all manufacturers of superstandard 
and special gummed Kraft sealing tape 
shall file with the Office of Price Admin¬ 
istration, Washington, D. C., their maxi¬ 
mum prices for such grades, indicating 
the relationship between such maximum 
price and the maximum price for stand¬ 
ard gummed Kraft sealing tape, and 
evidence that such relationship is in ac¬ 
cordance with the provisions of para¬ 
graphs (b) and (c) of Appendix A. 

(d) Within 21 days after August 30, 
1943, all manufacturers of standard, su¬ 
perstandard or special gummed Kraft 
sealing tapes shall submit to the Office 
of Price Administration. Washington, 
D. C., a representative sample of each 
such grade. Each sample, appropriately 
designated, shall be in the minimum 
quantity necessary for laboratory anal¬ 
ysis, and shall be accompanied by a state¬ 
ment from the manufacturer to the ef¬ 
fect that it is representative of his cur¬ 
rent quality standards for such grade. 

Sec. 9. Enforcement . Persons violat¬ 
ing any provision of this Maximum Price 
Regulation No. 459 are subject to the 
criminal penalties, civil enforcement ac¬ 
tions and suits for treble damages pro¬ 
vided for by the Emergency Price Con¬ 
trol Act of 1942, as amended. 

Sec. 10. Evasion. The price limitations 
set forth in this Maximum Price Regula¬ 
tion No. 459 shall not be evaded whether 
by direct or indirect methods, in con¬ 
nection with any offer, solicitation, 
agreement, sale, delivery, purchase, or 
receipt of, or relating to any gummed 
Kraft sealing tape, alone or in conjunc¬ 
tion with any other commodity, by 
modifying, altering or discontinuing any 
trade practice, or by way of a commis¬ 
sion, service, transportation, or other 
charge, or discount, premium or other 
privilege, or by tying agreement, or other 
trade understanding, or by splitting or¬ 
ders, or by deteriorating the quality of 
any gummed Kraft sealing tapes, or by 
changing the selection of products or by 
any other means. 

Sec. 11. Discounts and allowances . 
Every manufacturer shall continue to 
grant to persons buying the commodities 
covered by this regulation differentials, 
discounts, and allowances not less favor¬ 
able to the purchaser than those gener¬ 
ally in effect during the period October 
1-15, 1941, inclusive. 

Sec. 12. Petitions for amendment. Any 
person seeking an amendment of any 
provisions of this Maximum Price Reg¬ 
ulation No. 459 may file a petition for 
amendment in accordance with the pro¬ 
visions of Revised Procedural Regula- 
No. 169-5 


tion No. 1 8 issued by the Office of Price 
Administration. 

Sec. 13. Adjustable voicing. Any per¬ 
son may agree to sell at a price which 
can be increased up to the maximum 
price in effect at the time of delivery; 
but no person may, unless authorized 
by the Office of Price Administration, 
deliver or agree to deliver at prices to 
be adjusted upward in accordance with 
action taken by the Office of Price 
Administration after delivery. Such au¬ 
thorization may be given when a re¬ 
quest for a change in the applicable 
maximum price is pending, but only if 
the authorization is necessary to pro¬ 
mote distribution or production and if 
it will not interfere with the purposes 
of the Emergency Price Control Act of 
1942, as amended. The authorization 
may be given by the Administrator or 
by any official of the Office of Price Ad¬ 
ministration to whom the authority to 
grant such authorization has been dele¬ 
gated. The authorization will be given 
by order. 

Sec. 14. Definitions, (a) When used 
in this Maximum Price Regulation No. 
459 the term: 

(1) “Person" includes an individual, 
corporation, partnership, association, 
or any other organized group of per¬ 
sons, or legal successor or representa¬ 
tive of the foregoing, and includes the 
United States, or any agency thereof, or 
any other government, or any of its 
political subdivisions, or any agency of 
any of the foregoing. 

(2) “Manufacturer" includes any 
person who produces, (partially or com¬ 
pletely) from any raw materials the 
products and/or supplies the services 
covered by this Maximum Price Regula¬ 
tion No. 459, and includes the agents 
and representatives of such persons. 

(3) “Distributor" includes any per¬ 
son, other than a retailer who buys for 
the purpose of resale (whether as job¬ 
ber, broker, dealer, or any similar per¬ 
son) any commodity covered by this 
Maximum Price Regulation No. 459. 
“Retailer" as used herein means a seller, 
the major portion of whose total sales 
are to ultimate consumers other than 
industrial, commercial, or institutional 
users, or government agency. 

(4) “Standard gummed Kraft seal¬ 
ing tape" shall be any gummed Kraft 
sealing tape which complies with the 
minimum specifications set forth in 
Emergency Alternate Federal Specifica¬ 
tion #E-UU-T-111. It includes, but is 
not limited to, those grades of gummed 
Kraft Sealing tape, which, during the 
period October 1-15, 1941, inclusive, 
were commonly accepted by the trade or 
designated either by trade name, num¬ 
ber or otherwise as “standard" and sold 
in the same price line. 

(5) “Superstandard gummed Kraft 
sealing tape" shall be any gummed Kraft 
sealing tape which, during the period 
October 1-15, 1941, inclusive, was sold 
by a manufacturer at a premium not in 
excess of $1.00 per 100 rolls one inch 
wide, above the price for the correspond- 

•7 F.R. 9861; 8 P R. 3313, 3533, 6173. 


ing standard grades during such base 
period; shall exceed the minimum speci¬ 
fications set forth in Emergency Alter¬ 
nate Federal Specification #E-UU- 
T-lll by an appreciable margin and 
possesses qualities superior to those of 
the corresponding standard grade to a 
degree that warrants the price differ¬ 
ential. (The Office of Price Administra¬ 
tion may at any time require any manu¬ 
facturer of superstandard gummed 
Kraft sealing tape to clearly establish 
the basis upon which such grade com¬ 
mands a price differential over the max¬ 
imum price established by this regula¬ 
tion for the corresponding standard 
gummed Kraft sealing tape.) 

(6) “Special gummed Kraft sealing 
tape" shall be any gummed Kraft seal¬ 
ing tape which, during the base period 
October 1-15,1941. inclusive, commanded 
a price differential in excess of that pro¬ 
vided for “superstandard gummed 
Kraft sealing tape" as established in 
paragraph (b) of Appendix A of this 
regulation, such price differential being 
warranted by the superior qualities of 
special gummed Kraft sealing tape com¬ 
pared to those possessed by standard 
and superstandard gummed Kraft seal¬ 
ing tape. (The Office of Price Admin¬ 
istration may at any time require any 
manufacturer of special gummed Kraft 
sealing tape to clearly establish the basis 
upon which such grade commands a 
price differential over the maximum 
prices established by this regulation for 
the corresponding standard and super- 
standard gummed Kraft sealing tape.) 

(7) “Zone 1" includes the states of 
Maine, Vermont, New Hampshire. New 
York, Pennsylvania. New Jersey, Massa¬ 
chusetts, Rhode Island, Connecticut, 
Delaware, Maryland. West Virginia. Vir¬ 
ginia. Ohio. North Carolina, Kentucky, 
Tennessee. Indiana, Illinois, Missouri, 
Iowa, Minnesota, Wisconsin and Mich¬ 
igan, and the cities of Kansas City, Kan¬ 
sas; Omaha. Nebraska; and Sioux Falls, 
South Dakota. 

(8) “Zone 2" includes the states of 
North Dakota. Oklahoma, Texas. Ar¬ 
kansas, Louisiana, Mississippi, Alabama, 
Georgia, Florida. South Carolina and 
South Dakota except Sioux Falls, Ne¬ 
braska except Omaha, Kansas except 
Kansas City. 

(9) “Zone 3" includes the states of 
Idaho, Montana. Wyoming, Utah. Ne¬ 
vada, Colorado. New Mexico and Arizona. 

(10) “Zone 4" includes the states of 
Washington, Oregon and California. 

(11) “Bundle" refers to the package 
in which 30 rolls 1" wide (or its equiv¬ 
alent) of gummed Kraft sealing tape 
are sold. 

(12) “Case" refers to the container in 
which 16 bundles of gummed Kraft seal¬ 
ing tape are sold. 

(13) “Basis weight" refers to the 
weight in pounds of 500 sheets of paper, 
24" x 36". 

(14) “Direct cost" means the sum of 
direct labor and direct material costs. 
Direct labor costs shall in no event be 
computed on wage rates higher than 
those permitted by law, and direct mate¬ 
rial costs shall in no event be computed 
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on prices hi slier than the maximum prices established by the applicable maximum 
price regulations. 

<b> Unless the context otherwise requires, the definitions set forth in section 302 
of the Emergency Price Control Act of 1942. as amended, shall apply to other terms 
used herein: 

Appendix A: Manufacturers' maximum delivered prices for gummed Kraft sealing 
tape—(at Manufacturers' maximum delivered prices for sales of standard gummed 
Kraft sealing tape to distributors. 

(1) Maximum price for 100 rolls, 1 inch wide, 35# basis weight, 500 feet per roll. 


Color 

Delivei 

tot 

■ies Into 

10 I 

Deliveries into 
to m> 2 

Deliveries into 
cone 3 

Deliveries into 
cone 4 

c/1 

1/c/l 

c/1 

1/c/l 

c/1 

1/c/l 

c/1 

1/c/l 

]. Brown. 

2. Grey. 

3. AH others. 

$11.25 

11.75 

13.50 

$11.60 
12.10 
13. 85 

ln.ro 
12.10 
13.85 

$12. 30 
12.80 
14. 55 

$11.95 
12. 45 
14.20 

$13.00 

13.50 

15.25 

$11. Of) 
12.10 
13.85 

$12.30 

12.80 

14.55 


roll. 


Color 

Deliveries 
into cone 1 

Deliveries 
into cone 2 

Deliveries 
into cone 3 

Deliveries 
into cone 4 

C/1 

1/c/l 

c/1 

1/c/l 

c/1 

1/c/l 

c/1 

1/c/l 

1. Brown. 

2. Grey . 

3. All others. 

$15.75 
16. 55 
19.00 

$16. 25 
17.05 
19. £0 

$16.25 
17.05 
19.50 

$17.25 
18.05 
20.50 

$16. 75 
17.55 
20.00 

$18.25 

19.05 

21.50 

$16.25 

17.05 

19.50 

$17.25 
IK 05 
20.50 


W *** 64 ff|f fjf kttO / A 1/1/ fiJllOp A IflLfC 

roll and 90 ~ basis weight, 375 feet per roll. 


Color 


1. Brown_ 

2. Grey. 

3. All others.. 


Deliveries Into 
rone 1 


c/1 


$14.25 

15.25 

18.25 


J/c/1 


$14. 75 
15. 75 
18.75 


Deliveries Into 
rone 2 


e/i 


$14.75 
15. 75 
18.75 


J/C/1 


$15. 75 
Ifi 75 
19.75 


Deliveries into 
rone 3 


C/1 


$15.25 

16.25 

19.25 


J/C/1 


$16.75 
17. 7ft 
20. 75 


Deliveries into 
rone i . 


c/1 


$14.75 
15. 75 
IK 75 


I/C/1 


$15.75 
1G. 75 
19.75 


(4) Maximum delivered price for 100 
rolls in widths other than one inch to 
distributors. Maximum prices for rolls 
having widths other than 1" (such as, 
but not limited to 1% # \ 1 2V 4 ", 

3", or 4") shall be determined on a 
directly proportional basis with the 
maximum prices established in para¬ 
graphs (a) (1), (a) (2), and (a) (3) of 
this Appendix. 

(b) Manufacturers' maximum de¬ 
livered prices for sales of super standard 
gummed Kraft sealing tape to distribu¬ 
tors. Manufacturers' maximum prices 
for sales of superstandard gummed 
Kraft sealing tape to distributors shall 
be calculated as follows: 

(1) Maximum delivered price for sales 
of standard gummed Kraft sealing tape 
as set forth in paragraph (a), of this 
Appendix plus the customary differential 
employed by the manufacturer during 
the period of October 1-15, 1941, inclu¬ 
sive, between the price of standard 
gummed Kraft sealing tape and the 
superstandard gummed Kraft sealing 
tape for which a maximum price is being 
established by this paragraph. 

(c) Manufacturers' maximum de¬ 
livered prices for sales of special gummed 
Kraft sealing tape to distributors . 
Manufacturers' maximum prices for 
sales of special gummed Kraft sealing 
tape to distributors shall be calculated 
as follows: 

(1) Maximum delivered prices for 
sales of standard gummed Kraft sealing 


tape as set forth in paragraph (a) of this 
Appendix plus the customary differential 
employed by the manufacturer during 
the period of October 1-15, 1941, inclu¬ 
sive, between the price of standard 
gummed Kraft sealing tape and the 
special gummed Kraft sealing tape for 
which a maximum price is being estab¬ 
lished by this paragraph. 

(d) Manufacturers' maximum de¬ 
livered prices for sales of all grades of 
gummed Kraft sealing tape which can¬ 
not be priced under paragraphs (a), (b), 
or (c) of this Appendix. Manufacturers’ 
maximum prices for sales of all grades of 
gummed Kraft sealing tape which can¬ 
not be priced under paragraphs (a), (b), 
or (c) of Appendix A shall be calculated 
as follows: 

(1) Current direct cost (as defined in 
section 14 of this Maximum Price Regu¬ 
lation No. 459) of such grade, plus 

The dollar and cent difference between 
the current direct cost of standard 
gummed Kraft sealing tape and the 
maximum price of such standard grade 
as established under paragraph (a) of 
Appendix A of this Maximum Price 
Regulation No. 459. 

(2) Within ten (10) days of the date 
of the first sale of each grade priced un¬ 
der this paragraph, the manufacturer 
shall submit to the Office of Price Ad¬ 
ministration, Washington, D. C., an ap¬ 
plication for approval of the maximum 
price thus computed, together with a 
statement setting forth all relevant facts 


used in arriving at the proposed maxi¬ 
mum price; and a representative sample 
of such grade shall also be submitted in 
the minimum quantity necessary for 
laboratory analysis, accompanied by a 
statement from the manufacturer to the 
effect that it is representative of his cur¬ 
rent quality standards of such grade. 

<3) The manufacturer may sell and 
deliver such grade of gummed Kraft 
sealing tape at his proposed maximum 
price, if, but only if. he expressly agrees 
with each customer to adjust such price, 
if necessary, and to conform with any 
decision of the Office of Price Adminis¬ 
tration, or a duly authorized representa¬ 
tive thereof with respect thereto. 

(4) Unless the Office of Price Admin¬ 
istration or a duly authorized repre¬ 
sentative thereof shall, by letter mailed 
to the applicant within 21 days from the 
filing of such application, approve, dis¬ 
approve, adjust, or extend the time 
within which to do any of the foregoing, 
such application shall be deemed to have 
been approved, subject to non-retro- 
active written disapproval or adjust¬ 
ment, at any time, by the Office of Price 
Administration. 

(e) Maximum price for sales in quan¬ 
tities of less than case (16 bundles) lots 
to distributors. On sales of less than 
one case (16 bundles) lots, the manu¬ 
facturer may add to the maximum less 
than carload price established by Appen¬ 
dix A. a differential not in excess of that 
which he customarily employed during 
the period October 1-15, 1941, inclusive, 
between the less than carload price and 
the less than case (16 bundles) price. 

(f) Manufacturers' maximum prices 
for shipments on other than delivered 
price basis. Where a manufacturer 
makes shipments on other than a de¬ 
livered price basis, his price, plus the 
actual freight charges incurred by the 
buyer, shall not exceed the maximum 
prices established by Appendix A of this 
section. 

(g) Differential for printing. Only in 
those cases where it was the established 
practice of the manufacturer during the 
period July 1 to October 15, 1941. inclu¬ 
sive, to add a differential for printing, 
may he add a charge for such service to 
the maximum prices established by Ap¬ 
pendix A. Such differential shall not 
exceed the customary charge employed 
by the manufacturer during the period 
July 1 to October 15, 1941, inclusive. 

Appendix B: Manufacturer's maxi¬ 
mum delivered prices on gummed Kraft 
sealing tape to industrial and institu¬ 
tional users and to persons other than 
distributors, (a) Manufacturers’ maxi¬ 
mum delivered prices for sales of 
gummed Kraft sealing tape to industrial 
and institutional users and to persons 
other than distributors shall not exceed 
the maximum prices to distributors set 
forth in Appendix A. adjusted to reflect 
the customary differentials employed by 
the manufacturer during the period 
October 1-15,1941, inclusive, between the 
price charged for the same grade of 
gummed Kraft sealing tape to distribu¬ 
tors and that charged to persons other 
than distributors. 

This regulation shall become effective 
August 30, 1943. 
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Note: All reporting and record-keeping re¬ 
quirements of this regulation have been ap¬ 
proved by the Bureau of the Budget in 
accordance with the Federal Reports Act of 
1942. 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

[F. R. Doc. 43-13827; Filed, August 24. 1943; 
4:04 p. m.J 


Part 1351— Food and Food Products 
•MPR 280, Arndt. 32] 

CHEESE 

A statement of considerations involved 
in the issuance of this Amendment has 
been issued simultaneously herewith 
and has been filed with the Division of 
the Federal Register.* 

Maximum Price Regulation No. 280 is 
amended in the following respect: 

The phrase “Neufchatel cheese’' ap¬ 
pearing in the list of cheeses set forth in 
§ 1351.807 (a) is hereby deleted. 

This amendment shall become effec¬ 
tive August 30, 1943. 

(56 Stat. 23, 765; Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 F.R. 7871; E.O. 9328, 
8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator . 

|F. R. Doc. 43-13832; Filed, August 24, 1943: 
4:02 p. m.J 


Part 1351— Food and FgoD Products 
[MPR 291, 1 Arndt. 6] 

CERTAIN SYRUPS AND MOLASSES 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register.* 

Maximum Price Regulation 291 is 
amended in the following respects: 

1. The opening text of § 1351.1369 (a) 
is amended to read as follows: 

(a) Packers* maximum prices for de¬ 
livery in the “Southern zone” for blends 
of corn syrup and cane syrup including 
Georgia cane syrup of the following per¬ 
centages and containing not more than 
5% by volume of sugar syrup shall be as 
follows: 

2. The opening text of § 1351.1369 (b) 
is amended to read as follows: 

(b) Packers’ maximum prices for de¬ 
livery in all places outside of the “South¬ 
ern zone” for blends of corn syrup and 
cane syrup including Georgia cane syrup 
of the following percentages and con¬ 
taining not more than 5% by volume of 
sugar syrup shall be the following f. o. b. 
Cairo, Georgia prices, plus the lowest 
available freight rate on an identical 


•Copies may be obtained from the Office 
of Price Administration. 

>7 FR. 11002; 8 FR. 2713. 2714, 3621. 6618. 


quantity from Cairo, Georgia, to the 
point of destination. 

3. The opening text of § 1351.1369 (c) 
is amended to read as follows: 

(c) Packers maximum prices for blends 
of Georgia cane syrup containing addi¬ 
tional ingredients other than Louisiana 
cane syrup and corn syrup. Packers may 
determine maximum prices for blends 
containing Georgia cane syrup of the 
percentages set out above and additional 
ingredients other than Louisiana cane 
syrup and corn syrup by calculations as 
follows: 

4. Section 1351.1369 <c) (4) is added 
to read as follows: 

(4) If the blend contains ingredients 
additional to and causing more cost 
than those set out in paragraphs (a) 
and (b) and if its maximum price cal¬ 
culated under subparagraph (2) of this 
paragraph, (c) is not as high as the 
March 1942 price which became the ceil¬ 
ing price provided by the General Maxi¬ 
mum Price Regulation, the Office of 
Price Administration, Washington, D. C., 
may authorize a maximum price for 
such blend based on the increased cost 
of raw material ingredients between 
March 1942 and March 1943 upon appli¬ 
cation made within 60 days after, the 
issuance of this amendment showing as 
to such blend: (1) ingredients, (2) item¬ 
ized cost breakdown and selling price as 
of March 1942, (3) identical itemized 
cost breakdown as of March 1943, (4) 
calculation of maximum prices under 
subparagraph (2) above. 

This amendment shall become effective 
August 30, 1943. 

Note: The reporting and record-keeping 
requirements of this amendment have been 
approved by the Bureau of the Budget in 
accordance with the Federal Reports Act 
of 1942. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250; 7 F.R. 7871, E.O. 9328, 8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles. 

Acting Administrator. 

[F. R. Doc. 43-13833; Filed, August 24, 1943; 

4:02 p. m.l 


Part 1364— Fresh, Cured and Canned 
Meat and Fish Products 
| MPR 247, 1 Arndt. 1] 

DOMESTIC CANNED CRABMEAT 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment has been issued simultaneously 
herewith and filed with the Division of 
the Federal Register.* 

Maximum Price Regulation No. 247 is 
amended in the following respects: 

1. Section 1364.251 is amended by de¬ 
leting the words “On and after October 
30, 1942, regardless of any contract, 
agreement, or other obligation, no person 
shall sell or deliver any domestic canned 
crabmeat, and no person in the course 


» 7 FR. 8653. 8948. 


of trade or business shall buy or receive 
any domestic canned crabmeat” and in¬ 
serting in their place the words “On and 
after October 30. 1942, regardless of any 
contract, agreement, or other obligation, 
no canner, or agent or other person act¬ 
ing on behalf, or under control, of such 
canner shall sell or deliver any domestic 
canned crabmeat, and no person in the 
course of trade or business shall buy or 
receive from a canner any domestic 
canned crabmeat.” 

2. Section 1364.252 (a) (1) Is amended 
by deleting “$3.50” and inserting in its 
place “$4.00”. 

3. Section 1364.252 (a) (2) is amended 
by deleting “$3.00” and inserting in its 
place “$3.50”. 

4. Section 1364.253 is hereby revoked. 

5. Section 1364.254 is amended to read 
as follows: 

§ 1364.254 Notification of change of 
maximum price. With the first delivery 
after August 30, 1943, of any item of do¬ 
mestic canned crabmeat, in any case 
where a maximum price is determined 
pursuant to this regulation, the canner 
determining his maximum price shall 
supply each wholesaler and retailer who 
purchases from him with the following 
notice: 

__ 1943. 

NOTICE TO WHOLESALERS AND RETAILERS 

Our OPA celling price for (describe Item) 
has been changed under the provisions of 
Maximum Price Regulation No. 247. We are 
authorized to Inform you that If you are a 
wholesaler or retailer pricing this item under 
Maximum Price Regulation No. 421, 422 or 
423, and If we are your customary type of 
supplier, you must refigure your celling price 
for the Item in accordance with the appli¬ 
cable pricing provisions of those regulations 
(see section 6 In each case). You must re- 
flgure your ceiling price on the first delivery 
of this item to you on and after August 30, 
1943. 

For a period of 90 days after August 30, 
1943, and with the first shipment after 
the 90-day period to each person who 
has not made a purchase within that 
time, the canner shall include in each 
case or carton containing the item the 
written notice set forth before. 

6. Section 1364.255 is hereby revoked. 

7. Section 1364.256 is amended to read 
as follows: 

§ 1364.256 Adjustable pricing . Any 
person may agree to sell at a price which 
can be increased up to the maximum 
price in effect at the time of delivery; 
but no person may, unless authorized by 
the Office of Price Administration, de¬ 
liver or agree to deliver at prices to be 
adjusted upward in accordance with ac¬ 
tion taken by the Office of Price Admin¬ 
istration after delivery. Such authori¬ 
zation may be given when a request for a 
change in the applicable maximum price 
is pending, but only if the authorization 
is necessary to promote distribution or 
production and if it will not interfere 
with the purposes of the Emergency 
Price Control Act of 1942, as amended. 
The authorization may be given by the 
Administrator or by any official of the 
Office of Price Administration to whom 











11812 


FEDERAL REGISTER, Thursday, August 26, 1943 


the authority to grant such authoriza¬ 
tion has been delegated. The authoriza¬ 
tion will be given by order, except that 
it may be given by letter or telegram 
when the contemplated revision will be 
the granting of an individual application 
for adjustment. 

8. Section 1364.260 is amended to read 
as follows: 

§ 1364.260 Records and reports, (a) 
Every person making a sale subject to 
this regulation, and every person in the 
course of trade or business making a pur¬ 
chase of domestic canned crabmeat sub¬ 
ject to this regulation, or otherwise deal¬ 
ing therein after October 30. 1942, shall 
keep for inspection by the Office of Price 
Administration, for so long as the 
Emergency Price Control Act of 1942, as 
amended, remains in effect, accurate 
records of each such purchase or sale, 
showing the date thereof, the name and 
address of the buyer and of the seller, 
the price contracted for or received, the 
quantity and a description of the grade 
or brand, style of pack, and container 
size of domestic canned crabmeat. 

<b) Each person shall submit such re¬ 
ports to the Office of Price Administra¬ 
tion and keep such other records in ad¬ 
dition to or in place of the records re¬ 
quired in paragraph (a) of this section 
as the Office of Price Administration may 
from time to time require. 

9. Section 1364.261 is hereby revoked. 

10. Section 1364.263 is hereby revoked. 

This amendment shall become effective 

August 30, 194$. 

Note: The reporting and recording pro¬ 
visions of this amendment have been ap¬ 
proved by the Bureau of the Budget accord¬ 
ing to the Federal Reports Act of 1942. 

(Pub. Laws 421 and 729. 77th Cong.; Pub. 
Law 151, 78th Cong.; E.O. 9250, 7 F.R. 
7871; E.O. 9328, 8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

(F. R. Doc. 43-13834; Filed. August 24, 1943; 

4:02 p. m.J 


Part 1381— Softwood Lumber 
| Rev. MPR 19, 1 Arndt. 4J 
southern pine lumber 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register.* * 

Revised Maximum Price Regulation 
No. 19 is amended in the following re¬ 
spects: 

1. In Article V. Table 8. footnote 21 is 
amended by deleting the sentence read¬ 
ing “Such lumber must be clearly marked 
‘Special soft texture finish * 


•Copies may be obtained from the Office of 
Price Administration. 

* 8 FJt. 5536, 6544, 6619, e979, 10732. 


2. In Article VI, Table 19, footnote 5, 
the words “when grade marked” are de¬ 
leted. 

This amendment shall become effec¬ 
tive August 24, 1943. 

(56 Stat. 23. 765; Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 F.R. 7871; E.O. 9328, 
8FR. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator . 

|F. R. Doc. 43-13836; Filed, August 24, 1943; 
4:02 p. m.J 


Part 1384— Hardwood Lumber Products 
[MPR 196, a Arndt. 4[ 
turned or shaped wood products 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register.* 

Maximum Price Regulation No. 196 is 
amended by deleting paragraph (b) of 
§ 1384.54 and by renumbering paragraph 
(c) as (b). 

This amendment shall become effec¬ 
tive August 30, 1943. 

(56 Stat. 23, 765; Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 FH. 7871; E.O. 9328, 
8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator . 

JF. R. Doc. 43-13837; Filed, August 24, 1943; 
4:03 p. m.J 


Part 1407— Rationing of Food and Food 
Products 
IRO 13.* Arndt. 57J 
PROCESSED FOODS 

A rationale for this amendment has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register.* 

Section 6.8 (a) is amended by adding 
two new sentences at the end, to read as 
follows: 

He may also use processed foods up to 
the amount of an allotment for any fu¬ 
ture period, at any time after he has been 
granted that allotment. However, if he 
uses any part of that allotment prior to 
the beginning of the period for which it 
was granted, he shall, for purposes of 
this paragraph, be considered to have 
used it in the period for which it was 
granted. 

This amendment shall become effec¬ 
tive August 28, 1943. 


* 7 F.R. 6878. 7254, 8016, 8945. 

•8 F.R. 1840, 2288, 2681, 2684, 2943, 8179, 
3949, 4342, 4525. 4726, 4784, 4921, 5318, 5342, 

5480, 5568, 5757, 5758, 5818, 5819, 5847, 6046, 

6137, 6138, 6181, 6838, 6839, 7353 , 7490, 7589, 

8357, 8705, 9012, 9024, 9216, 9305, 9459, 9629, 

10511, 10665. 


(Pub. Law 671, 76th Cong., as amended 
by Pub. Laws 89, 421, 507 and 729. 77th 
Cong.; E.O. 9125, 7 F.R. 2719; E.O. 9280, 
7 F.R. 10179; WPB Directive 1, 7 F.R. 
562; Food Directive 3, 8 FJt. 2005, and 
Food Directive 5, 8 F.R. 2251) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator . 

[F. R. Doc. 43-13838; Filed, August 24, 1943; 
4:03 p. m.J 


Part 1407—Rationing of Food and Food 
Products 

[RO 13, 3 Amdt. 581 
processed foods 

A rationale for this amendment has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register.* 

Ration Order 13 is amended in the fol¬ 
lowing respects: 

1. Section 10.7 (a) is amended by 
changing the second sentence to read as 
follows: 

Also, no points need be given up for a 
transfer of processed foods as part of a 
judicial proceeding, or by operation of 
law, or for a transfer made under the 
direction of or pursuant to an order of 
a court, or by judicial process. 

2. Section 10.7 (b) (3) is amended by 
adding the following: 

(If he transfers the foods to any other 
person who is also entitled under this or 
any other section of this order to ac¬ 
quire them point-free he need not. of 
course, get points from the transferee, 
and he need not give up any to the dis¬ 
trict or State office.) 

This amendment shall become effective 
August 28. 1943. 

(Pub. Law 671, 76th Cong., as amended 
by Pub. Laws 89, 421, 507 and 729, 77th 
Cong.; E.O. 9125, 7 F.R. 2719; E.O. 9280, 
7 F.R. 10179; W.P.B. Directive 1, 7 F.R. 
562; Food Directive 3, 8 F.R. 2005, and 
Food Directive 5. 8 F.R. 2251) 

Issued this 24th day of August 1943. 

Chester Bowles, 
Acting Administrator. 

IF. R. Doc. 43-13839; Filed, August 24, 1943; 
x 4:03 p. m.J 


Part 1407— Rationing of Food and Food 
Products 

{RO 13, 4 Amdt. 17 to Rev. Supp. 1J 
processed foods: u, v, and w stamps 

Section 1407.1102 (e) (5) is added to 
read as follows: 

(5) Stamps lettered U, V and W may 
be used from September 1 to October 20, 
1943, inclusive. 


4 8 FJR. 1840, 3949. 4892. 5318, 5341, 5757, 
6138, 6964, 7589. 8069. 8705. 9203. 10085. 10039, 
10728. 
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This amendment shall become effective 
August 28, 1943. 

(Pub. Law 671,76th Cong., as amended by 
Pub. Laws 89, 421, 507 and 729, 77th. 
Cong.; E.O. 9125, 7 F.R. 2719; E.O. 9280, 
7 F.R. 10179; WPB Directive 1, 7 F.R. 
562; Food Directive 3, 8 F.R. 2005, and 
Food Directive 5, 8 F.R. 2251) 

Issued this 24th day of August 1943. 

Chester Bowles, 

Acting Administrator. 

(P. R. Doc. 43-13825; Filed. August 24, 1943; 
4:08 p. m.l 


Part 1407— Rationing of Food and Food 
Products 

(RO 16. 1 Arndt. 57J 
MEAT, FATS, FISH AND CHEESES 

A rationale for this amendment has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register.* * 

A new sentence is added at the end of 
section 7.8 (a) to read as follows: 

However, if he uses any part of that 
allotment prior to the beginning of the 
period for which it was granted, he shall, 
for purposes of this paragraph, be con¬ 
sidered to have used it in the period for 
wiiich it was granted. 

This amendment shall become effec¬ 
tive August 28, 1943. 

(Pub. Law 671, 76th Cong., as amended 
by Pub. Laws 89, 421, 507 and 729, 77th 
Cong.; E.O. 9125, 7 F.R. 2719; E.O. 9280, 
7 F.R. 10179; WPB Directive 1, 7 F.R. 562, 
and Supp. Dir. 1-M, 7 F.R. 8234; Food 
Directive 1, 8 F.R. 827; Food Dir. 3, 8 F.R. 
2005,' Food Dir. 5, 8 F.R. 2251; Food Dir. 
6, 8 F.R. 3471; Food Dir. 7, 8 F.R. 3471) 

Issued this 24th day of August 1943. 

Chester Bowles, 

Acting Administrator. 

IP. R. Doc. 43-13823; Filed, August 24, 1943; 
4:08 p. m.l 


Part 1407— Rationing of Food and Food 
Products 

(RO 16. 1 Arndt. 58) 

MEAT, FATS. FISH AND CHEESES 

A rationale for this amendment has 
been issued simultaneously herewith and 
has been filed with the Division of the 
Federal Register.* 

Ration Order 16 is amended in the 
following respects: 

1. Section 11.9 (a) is amended by 
changing the second sentence to read 
as follows: 

♦Copies may be obtained from the Office of 
Price Administration. 

*8 P.R. 3591. 3715, 3949. 4137, 4350. 4423. 
4721, 4784. 4893. 4967. 5172, 5318, 5567, 5679. 

5739. 5819, 5847. 6046, 6138, 6181, 6446, 6614, 

6620, 6687, 6840, 6960. 6961. 7115, 7268. 7281, 

7455. 7492. 8357. 8540. 8844, 8869, 9025. 9014. 

9217, 9305, 9886, 10085, 10432, 10511, 10665, 
10763. 


Also, no points need be given up for 
a transfer of foods covered by this order 
as part of a judicial proceeding, or by 
operation of law, or for a transfer made 
under the direction of or pursuant to 
an order of a court, or by judicial process. 

2. Section 11.9 (b) is amended by add¬ 
ing the following at the end of the un¬ 
designated paragraph following § 11.9 
(b) (3): 

(If he transfers the foods to another 
person who is also entitled under this 
or any other section of this order to 
acquire them point-free he need not, of 
course, get points from the transferee, 
and he need not give up any to the 
district or State office.) 

This amendment shall become effec¬ 
tive August 28, 1943. 

(Pub. Law 671, 76th Cong., as amended 
by Pub. Laws 89, 421, 507 and 729, 77th 
Cong., E.O. 9125, 7 FH. 2719; E.O. 9280, 

7 F.R. 10179; W.P.B. Directive 1. 7 F.R. 
562; and Supp. Dir. 1-M 7 F.R. 8234; 
Food Directive 1, 8 F.R. 827; Food Dir. 
3, 8 Fit. 2005; Food Dir. 5. 8 F.R. 2251; 
Food Dir. 6, 8 Fit. 3471; Food Dir. 7, 

8 F.R. 3471) • 

Issued this 24th day of August 1943. 

Chester Bowles. 

Acting Administrator. 

[F. R. Doc. 43-13824; FUed, August 24, 1943; 
4:08 p. m.) 


Part 1408— Glass and Glass Containers 
[MPR 382, 1 Arndt. 3) 

WIDE MOUTH GLASS CONTAINERS 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment, issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register.* 

Section 4.8 is amended so that the sec¬ 
ond paragraph reads as follows: 

All price or other differentials, w’hether 
published or unpublished, which were or 
would have been allowed on the sale of 
containers other than standard con¬ 
tainers during July 1941 by any manu¬ 
facturer to purchasers in contract or 
greater quantities, or to any other class 
of purchaser who resells the containers 
as such, must be maintained and con¬ 
tinue to be so allowed. Similar price or 
other differentials are not required in 
the case of standard containers as de¬ 
fined in section 1.11 (a) (2) above. 

This amendment shall become effec¬ 
tive August 30, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871; E.O. 9328, 8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 

Acting Administrator. 

(F. R. Doc. 43-13835; Filed, August 24, 1943; 

4:01 p. m.) 


*8 F.R. 6275, 8839. 10618. 


Part 1444— Ice Boxes 
(MPR 399, 1 Arndt. 3) 

RETAIL CEILING PRICES 

A statement of the considerations in¬ 
volved in the issuance of this amend¬ 
ment. issued simultaneously herewith, 
has been filed with the Division of the 
Federal Register.* 

Maximum Price Regulation No. 399 is 
amended in the following respects: 

1. Section 14. Table A, “Retail ceiling 
prices in each state for sales of ice boxes 
by ice companies, and retail establish¬ 
ments controlled by ice companies.” is 
amended by adding ceiling prices for a 
new model ice box as set forth below. 


Manufacturer 

Brand 

Model 

Rated 
ice ca- 

Retail 

baao 




I«city 

price 

Globe Wood 





Products Co..— 

Olobe. 

43 

75# 

*44.25 


State: Price 

Alabama _._$44. 25 

Arizona_^_ 44. 75 

Arkansas_-_- 44. 25 

California_ 44. 75 

Colorado_ 44 50 

Connecticut_ 44.25 

Delaware_ 44. 25 

District of Columbia_ 44. 25 

Florida.-.-. 44. 25 

Georgia_I_ 44. 25 

Idaho.- 44.75 

Illinois... 44.25 

Indiana ..._ - 44. 25 

Iowa___ 44. 25 

Kansas_-_—- 44. 25 

Kentucky_ 44. 25 

Louisiana_ 44. 25 

Maine_ 44. 25 

Maryland_ 44.25 

Massachusetts_ 44. 25 

Michigan_ 44.25 

Minnesota_ 44. 25 

Mississippi_ 44. 25 

Missouri.. 44. 25 

Montana_ 44. 75 

Nebraska_- 44. 25 

Nevada_ 44. 75 

New Hampshire- 44.25 

New Jersey_- 44. 25 

New Mexico_ 44.75 

New York-- 44.25 

North Carolina_ 44. 25 

North Dakota. 44. 25 

Ohio_ 44.25 

Oklahoma- 44. 25 

Oregon- 44.75 

Pennsylvania_ 44. 25 

Rhode Island-- 44. 25 

South Carolina- 44. 25 

South Dakota_- 44. 25 

Tennessee_- 44. 25 

Texas_ 44. 50 

Utah.-. 44. 75 

Vermont_ 44.25 

Virginia.- 44.25 

Washington__ 44. 75 

West Virginia_ 44. 25 

Wisconsin_ 44. 25 

Wyoming_—-—— 44. 50 


2. Section 16. Table C, “Ceiling prices 
in each state for all other sales of ice 
boxes at retail,” is amended by adding 


>7 F.R. 7448, 9062. 


/ 
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ceiling prices for a new model ice box 
as set forth below. 


Manufacturer 

Brand 

Model 

Rated 
ice ea- 

Retail 

base 





price 

Globe Wood 





Products Co.... 

Globe_ 

AS 

75# 

$49.95 


State: Price 

Alabama___$51.00 

Arizona___ 52. 00 

Arkansas_-_ 51.25 

California___ 62. 00 

Colorado_„_ 51.75 

Connecticut_ 50.25 

Delaware_ 50.25 

District of Columbia_ 50. 25 

Florida.. 51.00 

Georgia*_ so. 75 

Idaho..._. 52.00 

Illinois. 50.75 

Indiana_ 50.75 

Iowa_ 51.00 

Kansas_ 51.25 

Kentucky_ 50. 75 

Louisiana_ 51.25 

Maine... 50. 50 

Maryland_ 50. 25 

Massachusetts_ 50. 25 

Michigan_ 50.75 

Minnesota_ 51.00 

Mississippi.__ 51.00 

Missouri__ 51. 00 

Montana_ 52 00 

Nebraska_ 51.25 

Nevada_ 52. 00 

New Hampshire_ 50.60 

New Jersey_ 50.25 

New Mexico_ 62. 00 

New York.. 50.25 

North Carolina_ 50. 50 

North Dakota_ 51.50 

Ohio. 50.50 

Oklahoma_____ 51. 25 

Oregon_ 52. 00 

Pennsylvania_ 50. 25 

Rhode Island_ 50.25 

South Carolina_ 50. 75 

South Dakota_ 61. 50 

Tennessee_ 4 50. 75 

Texas- 61.50 

Utah.... 52.00 

Vermont_ 50. 50 

Virginia_ 50. 60 

Washington___ 52. 00 

West Virginia_ 50.50 

Wisconsin_ 50. 75 

Wyoming_ 51.75 


This amendment shall become effec¬ 
tive on the 30th day of August 1943. 

(Pub. Laws 421, 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871, E.O. 9328, 8 F.R. 4631) 

Issued this 24th day of August 1943. 

Chester Bowles, 

Acting Administrator. 

|F. R. Doc. 43-13829: Filed, August 24, 1943; 
4:05 p. m.J 


Part 1499— Commodities and Services 
(R ev. SR 1 * to GMPR, Arndt. 26] 
CERTAIN IMPORTED COMMODITIES 

A statement of the considerations In¬ 
volved in the issuance of this amendment, 
issued simultaneously herewith, has been 


*8 F.R. 4978, 6055, 6363. 6547. 6615, 6852, 
6964. 7261, 7270, 7349. 7592. 7600. 7668. 8710, 
8754. 9025, 9218, 0016, 9219, 10304. 10759. 


filed with the Division of the Federal 
Register.* 

Revised Supplementary Regulation No. 
1 is amended in the following respects: 

1. Section 3.2 (k) is amended to read 
as follows: 

(k) Purchases of commodities to be 
imported into the continental United 
States by any person who deals directly 
with a foreign seller whose place of busi¬ 
ness is located outside the continental 
United States or with his selling agent 
wherever located. 

2. Section 4.3 (h) is amended to read 
as follows: 

(h) Any imported commodity while in 
its imported state or after being subjected 
to a process that does not result in the 
production of a new and different article 
having a distinctive name, character or 
use, if sold to any person who certifies in 
writing to the seller that the commodity 
will be used to fulfill a contract with the 
United States or any agency thereof, or 
with such other government or any 
agency thereof, or to fylflll a sub-con¬ 
tract under such a contract. Such a con¬ 
tract shall be evidenced either by a signed 
contract between the contractor-buyer 
and the agency, or by a letter of intent 
from the agency to such a person that a 
contract will be forthcoming. Such a 
sub-contract shall be evidenced by a 
signed contract between the prime con¬ 
tractor and sub-contractor or between 
one sub-contractor and another or by a 
letter of intent from the prime contractor 
to the sub-contractor or from one sub¬ 
contractor to another that such a sub¬ 
contract will be forthcoming: Provided , 
however , That: 

(l) This exception shall not apply to 
the following imported commodities: 

(i) Fish and sea food: canned, salted, 
pickled, smoked or frozen. 

(11) Other foodstuffs processed after im¬ 
portation. 

(ill) Silver bullion. 

(iv) Crude rubber, balata, and guayule. 

(v) Lumber and wood shingles produced 
in and Imported from Canada or Mexico. 

(2) The term “imported commodity,” 
as above used, means any commodity 
transported into the continental United 
States from any place outside thereof. 
Goods entered in a foreign trade zone or 
a customs bonded warehouse shall be 
considered as “imported/' 

This amendment shall become effec¬ 
tive August 30, 1943. 

(56 Stat. 23, 765; Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 F.R. 7871; E.O. 9328, 
8 F.R. 4681) 

Issued this 24th day of August 1943. 

Chester Bowles, 

Acting Administrator. 

|F. R. Doc. 43-13840; Filed, August 24, 1943; 

4:03 p. m.] 


•Copies may be obtained from the Office 
of Price Administration. 


Part 1499— Commodities and Services 

(Order 95 Under § 1499.75 (a) (3) of SR 
15 to GMPR | 

PETROLEUM TRANSPORT INC. 

For the reasons set forth in an Opinion 
issued simultaneously herewith, It is 
ordered: 

§ 1499.1395 Adjustment of maximum 
prices for contract carrier services of 
Petroleum Transport, lnc. t of Lancaster , 
Pennsylvania . (a> Petroleum Transport, 
Inc. of Lancaster, Pennsylvania, may sell 
and deliver contract carrier services to 
the Independent Oil Company, Inc., of 
Altoona, Pennsylvania and the Socony- 
Vacuum Oil Company, of New York City, 
New York, at rates not to exceed those 
set forth in Exhibit “D" annexed to its 
application for adjustment and shown in 
its contracts with the Independent Oil 
Company, Inc. and the Socony-Vacuum 
Oil Company, Inc., dated June 25, 1943, 
and July 15. 1943, respectively, a copy 
of each of which has been filed with this 
Office and with the Public Utilities Com¬ 
mission of Pennsylvania. 

(b) All requests of the application 
not granted herein are denied. 

(c) This Order No. 95 (31499.1395) 
may be revoked or amended by the Price 
Administrator at any time. 

(d) This Order No. 95 (31499.1395) 
shall become effective as of June 25, 
1943, as to the Independent Oil Com¬ 
pany, Inc., and as of July 15, 1943, as 
to the Socony-Vacuum Oil Company, 
Inc. 

(56 Stat. 23, 765; Pub. Law 151, 78th 
Cong.; E.O. 9250, 7 F.R. 7871, E.O. 9328, 
8 F.R. 4681) 

Issued this 24th day of August 1943. 

George J. Burke, 
Acting Administrator. 

[F. R. Doc. 43-13841; Filed. August 24, 1943; 
4:01 p. m.] 


Part 1394— Rationing of Fuel and Fuel 
Products 
(RO 11. Arndt. 74] 
fuel oil rationing regulations 
Correction 

In F.R. Doc. 43-13258, appearing at 
page 11380 of the issue for Tuesday, 
August 17, 1943, the following changes 
should be made: 

The first two lines ii\ the middle 
column of page 11380 should be trans¬ 
posed to the end of the third column 
so that subparagraph (4) of § 1394.5851 
(a) will read as follows: 

(4) Table ID—Percentage adjustment to 
obtain normal consumption and maximum 
and minimum rations by heated floor area 
and by subzones, in Washington, Oregon, and 
Idaho: 

In item 2 the sentence added to 
§ 1394.5282 (a) should read as follows: 
“In Areas A and B, the designated sub¬ 
column of Table ID shall be used to de¬ 
termine the range." 

In the table on page 11381 the first of 
the inclusive numbers defining floor 
areas in square feet, opposite Subzone 
27C, should read “400-449” instead of 
“400-499". 


































































11815 


FEDERAL REGISTER, Thursday . August 26 , IMS 


TITLE 47—TELECOMMUNICATION 

Chapter I—Federal Communications 
Commission 

Applications for Permits To Construct 

or Change Local Channel Standard 

Broadcast Stations 

supplemental statement of policy 

Upon consideration of a report and 
recommendation of its Committee on 
Critical Radio Materials, the Commis¬ 
sion, on August 10,1943, determined that 
under certain stated conditions it would 
be in the public interest to grant applica¬ 
tions for permits involving the use of idle 
equipment to increase power of 100-watt 
local channel standard broadcast sta¬ 
tions to 250 watts and for construction 
of new 100-watt or 250-watt local chan¬ 
nel stations. 

Applications for permits to construct 
new 100-watt and 250-watt local channel 
standard broadcast stations in cities or 
towns where no station is located at 
present and not located in metropolitan 
districts already served by radio stations, 
and applications to increase power of 
local channel stations to 250 watts may 
be granted upon a satisfactory showing 
that: 

1. All required materials, except vac¬ 
uum tubes, may be obtained without 
priority assistance. 1 

2. Such applications involve no incon¬ 
sistencies with the Commission’s Rules 
and Regulations. 

3. Such applications tend toward a 
fair, efficient and equitable distribution 
of radio service, are consistent with 
sound allocation principles, offer sub¬ 
stantial improvement in standard broad¬ 
cast service, and 

4. Such applications are otherwise in 
the public interest. 

Applications for local channel stations 
or changes in such stations which have 
been dismissed without prejudice pur¬ 
suant to the policies announced Febru¬ 
ary 23. 1942 and April 27, 1942. may be 
reinstated for consideration in the light 
of the new circumstances upon sub¬ 
mission of a petition within thirty days 
of this date showing (1) that such ap¬ 
plication is in conformity with the fore¬ 
going enumerated conditions; and (2) 
any and all changes with respect to facts 
and circumstances as represented in the 
original application. 

Dated: August 10, 1943. 

By the Commission. 

[seal] T. J. Slowie, 

Secretary. 

(F. R. Doc. 43-13846; Filed, August 24. 1943; 

„ 11:19 a. m.l 


* The Commission Is informed by the War 
Production Board that building construction, 
requires a clearance which may be obtained 
only when that agency is satisfied that a di¬ 
rect contribution toward winning the war 
is clearly indicated. 


TITLE 49—TRANSPORTATION AND 
RAILROADS 

Chapter II—Office of Defense 
Transportation 

[Special Direction ODT 7, Rev.-2, Arndt. 1J 

Part 522 —Direction of Traffic Move¬ 
ment-Exceptions, Permits and Spe¬ 
cial Directions 

MOVEMENT OF TRAFFIC IN RAILWAY TANK 
CARS 

Pursuant to Executive Order 8989, the 
first paragraph of § 522.901 of Special 
Direction ODT 7, Revised-2 (8 F.R. 
10446) is hereby amended to read as 
follows: 

§ 522.901 Loading of tank cars. Un¬ 
less authorized by a general or special 
permit issued by the Office of Defense 
Transportation, specifically authorizing 
a departure from the loading require¬ 
ments of Special Direction ODT 7. Re¬ 
vised-2, or Special Direction ODT 7, Re¬ 
vised-2, as amended, no person shall 
offer for shipment and no carrier shall 
accept for shipment, forward, or trans¬ 
port any tank car containing any com¬ 
modity unless the commodity is loaded 
in such tank car in accordance with one 
of the following requirements: 

• m * • • 

(E.O. 8989, 6 F.R. 6725) 

This Amendment 1 to Special Direc¬ 
tion ODT. Revised-2 shall become effec¬ 
tive on September 1, 1943. 

Issued at Washington, D. C., this 25th 
day of August 1943. 

A. V. Bourque, 
Associate Director, Division of 
Petroleum and Other Liquid Transport. 

[F. R. Doc. 43-13852; Filed. August 25. 1943; 
11:05 a. m.[ 


TITLE 30—WILDLIFE 

Chapter IV—Office of the Coordinator of 
Fisheries 

[Order 1838; Area Coordinator’s Gen. 

Direction 1J 

Part 401— Production of Fishery Com¬ 
modities or Products 

FISHING VESSELS IN MONTEREY, SAN 
FRANCISCO PORTS 

§ 401.2 Coordinated Pilchard Produc¬ 
tion Plan. • • • 

Pursuant to the order entitled “Coordi¬ 
nated Pilchard Production Plan’ 1 (8 FR. 
9233), being Order No. 1838 of the Secretary 
of the Interior, and because I deem It neces¬ 
sary, in order to contribute to the maximum 
production of pilchard products and in order 
to effectuate the purposes of Order No. 1838, 
that provision be made for directing deliv¬ 
eries of pilchards from fishing vessels to par¬ 
ticular persons, as contemplated by paragraph 
(i) of that order, I hereby Issue the following 
direction for the observance of which the 
permittee shall be responsible: 


A. Each time a pilchard fishing vessel en¬ 
ters the harbor at either one of the two 
fishing ports named below to deliver a catch 
of pilchard (sardines), its fishing captain 
shall report to the Port Supervisor of the 
Office of Coordinator of Fisheries or, in his 
absence, to the Assistant Port Supervisor of 
the port, and receive directions as to the 
delivery of the catch. At San Francisco, the 
Port Supervisor, or his Assistant, will be 
found adjacent to the St. Francis Yacht Club 
Harbor; at Monterey the Port Supervisor, or 
his Assistant, will be found at Naval Center 
Monterey Breakwater. 

B. The catch shall be at once delivered ac¬ 
cording to the directions of the Port Super¬ 
visor or his Assistant. 

Issued July 30. 1943. 

O. E. Sette, 

Area Coordinator, Area II. 

[F. R. Doc. 43-13850; Filed. August 25. 1943; 

10:35 a. m.| 


[Order 1838; Area Coordinator’s Gen. Direc¬ 
tion 2] 

Part 401 —Production of Fishery 
Commodities or Products 

FISHING VESSELS IN PORT OF MONTEREY 

§ 401.2 Coordinated Pilchard Produc¬ 
tion Plan. ♦ * • 

Pursuant to paragraph (n) of the order en¬ 
titled “Coordinated Pilchard Production 
Plan” (8 FR. 9233), being Order No. 1838 of 
the Secretary of the Interior, and because I 
deem it necessary to accomplish the purposes 
of that order, I hereby issue the following 
general direction, for the observance of which 
by the fishing captain of any particular vessel 
the permittee thereof shall be responsible: 

A. General Direction No. 1, issued July 30. 
1943, shall not apply to vessels acting under 
directions issued pursuant to paragraph B. 
below. 

B. The fishing captain of any vessel fishing 
from the port of Monterey in accordance with 
a permit properly granted, may be directed 
by the Port Supervisor or the Assistant Port 
Supervisor for that port to make deliveries 
during a specified period at Moss Landing. 
During that period the fishing captain shall 
deliver all catches according to the directions 
thus given: Provided, That if he shall find, 
upon attempting delivery of a particular catch 
at Moss Landing, that the conditions of sea, 
tide or weather make such delivery unduly 
hazardous, he shall report to the Port Super¬ 
visor for Monterey or his Assistant, at the 
Naval Center, Monterey Breakwater, receive 
directions for delivery of the catch, and shall 
deliver it accordingly. 

Issued August 7, 1943. 

O. E. Sette, 

Area Coordinator, Area II. 

[F. R. Doc. 43-13851: Filed, August 25, 1943; 

10:35 a. m.J 


Notices 


DEPARTMENT OF THE INTERIOR. 
General Land Office. 

[Public Land Order 159] 

Correcting land description in Execu¬ 
tive Order No. 9311 of March 6, 1943, 
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enlarging the Squaw Creek National 
Wildlife Refuge, Missouri. 

By virtue of the authority vested in 
the President and pursuant to Execu¬ 
tive Order No. 9337 of April 24. 1943, 
(8 F.R. 5516) it is ordered as follows: 

The designation "NJ&SEii” occurring 
in the last section of the land description 
contained in Executive Order No. 9311 
of March 6. 1943 (8 F.R. 2913) enlarging 
the Squaw Creek National Wildlife 
Refuge, in Missouri, is hereby corrected 
to read “N%SWVi”. 

Abe Fort as, 

Acting Secretary of the Interior . 

August 17, 1943. 

|F. R. Doc. 43-13894; Filed, August 25, 1943; 

10:20 a. m.] 


[Public Land Order 160) 

Enlarging the Bombay Hook National 
Wildlife Refuge, Delaware 

By virtue of the authority vested in the 
President and in order to effectuate fur¬ 
ther the purposes of the Migratory Bird 
Conservation Act, 45 Stat. 122 (U.S.C., 
title 16. secs. 715-715r), and pursuant to 
Executive Order No. 9337 of April 24, 
1943, (8 F.R. 5516), It is ordered, as fol¬ 
lows: 

Subject to valid existing rights, the 
following-designated tracts of land in 
Kent County, Delaware, acquired by the 
United States under the authority of 
Title VH of the act of June 15, 1935, 49 
Stat. 384, for wildlife-conservation pur¬ 
poses, are hereby reserved and set apart 
for the use of the Department of the In¬ 
terior as a part of the Bombay Hook Na¬ 
tional Wildlife Refuge: 

No. tract No. tract No. tract 

and acres and acres and acres 

lie- 57.36 11m_ 20.14 56e_ 7.37 

Ilf- 5.49 56a_129.20 69 _229.17 

llg- 4.48 56b- 12 84 59a_62.32 

llta- 7.60 66c_ 1.48 61 _ 3.52 

Ilk-977.32 56d_ 37.06 62 _77.88 

The above-listed tracts, aggregating 1,633 
acres, are shown upon a Fish and Wildlife 
Service map entitled "Bombay Hook Na¬ 
tional Wildlife Refuge,” dated April 24, 
1943. filed in the records of the Fish and 
Wildlife Service at Chicago, Illinois, and 
hereby made a supplement to this public 
land order. 

Abe Fortas, 

Acting Secretary of the Interior, 
August 17, 1943. 

(F. R. Doc. 43-13895; Filed. August 25, 1943; 

10:20 a, m.) 


DEPARTMENT OF LABOR. 

Wage and Hour Division. 

[Administrative Order 213] 

Bakery, Beverage, and Miscellaneous 
Food Industries 

appointment of industry committee 

1. By virtue of and pursuant to the 
authority vested in me by the Fair Labor 
Standards Act of 1938, I. L. Metcalfe 
Walling. Administrator of the Wage and 
Hour Division, United States Depart¬ 
ment of Labor, do hereby appoint and 


convene for the Bakery, Beverage, and 
Miscellaneous Food Industries (as such 
Industry is defined in paragraph 2) an 
industry committee composed of the fol¬ 
lowing representatives: 

For the public: Clarence Updegrafif, Chair¬ 
man, Iowa City, Iowa. Glen E. Carlson, Red¬ 
lands, California, J. Frederic Dewhurst. New 
York, New York, Alva W. Taylor, NashviUe. 
Tennessee, Colston E. Warne, Amherst, 
Massachusetts. 

For the employers: Fred L. Cobb. Green 
Bay, Wisconsin, R, H. Jennings. Jr., Orange¬ 
burg. South Carolina, Thomas F. Mansfield, 
Newark. New Jersey, J. Frank Rushton. Jr., 
Birmingham, Alabama, C. H. Wortz, Fort 
Smith, Arkansas. 

For the employees: Edward H. Crawford, 
Newport, Kentucky. James Cross, Chicago, 
Illinois. David Kaplan. Washington, D. C., 
Andrew W. Myrup. Washington, D. C., Joseph 
Obergfeil, Cincinnati, Ohio. 

Such representatives have been chosen 
with due regard to the geographical re¬ 
gions in which such industry is carried 
on. 

2. For the purpose of this order the 
term “Bakery, Beverage, and Miscellane¬ 
ous Food Industries” means: 

The manufacture or packaging of bakery 
products, beverages, ice, and miscellaneous 
food products and preparations. 

a. It includes, but without limitation, 
bread, pastries, crackers, and pretzels; mac¬ 
aroni and other alimentary pastes; alcoholic 
and nonalcoholic beverages; natural, mineral, 
and carbonated waters; malt; baking pow¬ 
der, yeast, and other leavening compounds; 
corn syrup and corn sugar; starch; ice (in¬ 
cluding the harvesting of natural ice); cof-* 
fee and tea; spices; ready-to-mix desserts 
with corn starch, tapioca, or gelatin bases; 
and potato chips. 

b. Provided, however, That the definition 
shall not include any product the manufac¬ 
ture of which Is covered by the definition 
of an Industry for which the Administrator 
has already Issued a wage order or appointed 
an industry committee. 

3. The definition of the Bakery, Bever¬ 
age, and Miscellaneous Food Industries 
covers all occupations in the industry 
which are necessary to the production of 
the articles covered by the definition, in¬ 
cluding clerical, maintenance, shipping 
and selling occupations: Provided, how¬ 
ever, That the definitions does not cover 
(a) such clerical, maintenance, shipping 
and selling occupations when carried on 
in a wholesaling or selling department, 
physically segregated from other depart¬ 
ments of an establishment, the greater 
part of the sales of which wholesaling or 
selling department are sales of articles 
which are resold in the form in which 
purchased; and (b) employees engaged 
exclusively in clerical, maintenance, sell¬ 
ing or shipping operations on articles 
purchased for resale in the form in 
which purchased; and Provided further, 
That where an employee covered by this 
definition is employed during the same 
workweek at two or more different mini- : 
mum rates of pay, he shall be paid the 
highest of such rates for such workweek 
unless records concerning his employ¬ 
ment are kept by his employer in accord¬ 
ance with applicable regulations of the 
Wage and Hour Division. 

4. Any person who, in the opinion of 
the committee, having a substantial in¬ 
terest in the proceeding and who is pre- 


26, 1943 

pared to present material pertinent to 
the question under consideration, may, 
with the approval of the committee, 
appear on his own behalf or on behalf 
of any other person. Moreover, any in¬ 
terested person may submit in writing 
pertinent data to the committee either 
through the Administrator or through 
the chairman of the committee. 

5. The industry committee herein 
created shall meet at 10:00 a. m. on 
September 14, 1943 in Room 1001, 165 
West 46th Street, New York, New York, 
and, in accordance with the provisions 
of the Fair Labor Standards Act of 1938 
and rules and regulations promulgated 
thereunder, shall proceed to investigate 
conditions in the industry and recom¬ 
mend to the Administrator minimum 
wage rates for all employees thereof 
who, within the meaning of said Act, are 
“engaged in commerce or in the produc¬ 
tion of goods for commerce,” excepting 
employees exempted by virtue of the 
provisions of section 13 (a) and em¬ 
ployees coming under the provisions of 
section 14. 

Signed at New York, New York, this 
21st day of August, 1943. 

L. Metcalfe Walling, 

Administrator . 

[F. R. Doc. 43-13820; Filed, August 24, 1943; 

2:16 p. m.[ 


OFFICE OF ALIEN PROPERTY CUS¬ 
TODIAN. 

[Vesting Order 19931 

Trust Under Will of Morris J. Bluen 

In re: Trust under the will of Morris 
J. Bluen, deceased; File D-28-1854; E. T. 
sec. 1493. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by Johanna Bluen, as 
trustee, and the Fifth Avenue Bank of New 
York, as substitute trustee, acting under the 
Judicial supervision of the Surrogate’s Court, 
New York County, New York; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by nationals 
of a designated enemy country, Germany, 
namely, 

Nationals and Last Known Address 

Max Bluen, Germany. 

George Bluen. Germany. 

Franz Bluen, Germany. 

Herta Bluen-Brettschneider, Germany. 

Alice Bluen Bender, Germany. 

Hedwig K. Neuburger, Germany. ' 

And the descendants of each of them whose 
names are unknown, Germany. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals 
of a designated enemy country, Germany; 
and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification required by said Executive Or- 
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der or Act or otherwise, and deeming it 
necessary In the national Interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Max Bluen, 
George Bluen, Franz Bluen, Herta Bluen- 
Brcttschneider, Alice Bluen Bender, Hedwig 
K. Neuberger, and their descendants, whose 
names are unknown, aud each of them, in 
and to the trust created under the will of 
Morris J. Bluen, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian . 

[F. R. Doc. 43-13853: Filed. August 25, 1943; 

10:58 a. m.] 


fVesting Order 1994] 

Trust Under Will of Bernardus 
Boekelman 

In re: Trust under will of Bernardus 
Boekelman, deceased; File No. D-28- 
1638; E. T. sec. 437. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the proc¬ 
ess of administration by Central Hanover 
Bank & Trust Company, and Alfred V. Sims, 
trustees, acting under the judicial supervi¬ 
sion of Surrogate’s Court. New York County, 
State of New York: and 

(2) Such property and Interests are pay¬ 
able or deliverable to. or claimed by. nation¬ 
als of a designated enemy country, Germany, 
namely. 

Nationals and Last Known Address 

Gisela Boekelman Kuenzel and her hus¬ 
band and her issue, whose names are un¬ 
known. Germany. 

No. 169-0 


Clodia Schoenrich, Germany. 

Next of kin of Bernardus Boekelman, 
whose names are unknown, Germany. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country. Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification required by said Executive Order 
or Act or otherwise, and deeming it neces¬ 
sary in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and Interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Gisela 
Boekelman Kuenzel and her husband and her 
issue, Clodia Schoenrich. and the next of 
kin of Bernardus Boekelman. and each of 
them, in and to the Trust Estate created 
under the Last Will and Testament of 
Bernardus Boekelman, deceased. 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in the 
interest of and for the benefit of the 
United States. 

Such property and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not'be 
paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian . 

IF. R. Doc. 43-13854; Filed, August 25, 1943; 

10:58 a. m.\ 


[Vesting Order 19951 

Trust Under Will of Frederick Butter¬ 
field 

In re: Trust under will of Frederick 
Butterfield, deceased, and Deed of Trust 
created by Dorothea Ballard Smith 
Marigliano dated July 12, 1921. File 
D-66-203; E. T. sec. 1436. 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and Interests herein¬ 
after described are property which is In the 


process cf administration by Lucius H. Beers 
and Sherman Baldwin, both of 25 Broad¬ 
way, New York, N. Y.. as substituted 
Trustees under the Last Will and Testament 
of Frederick Butterfield, deceased, and Lucius 
H. Beers. William Wickham Hoffman and 
Allen Evarts Foster. Trustees under the Deed 
of Trust of Dorothea Ballard Smith Mari¬ 
gliano dated July 12. 1921. 25 Broadway. 
New York, N. Y.. acting under the Judicial 
supervision of the Supreme Court, Suffolk 
County. State of New York; 

(2) Such property and Interests are pay¬ 
able or deliverable to, or claimed by. na¬ 
tionals of a designated enemy country, Italy, 
namely. 

Nationals and Last Known Address 

Dorothea Ballard Smith Marigliano and 
her next of kin, whose names are unknown, 
Italy. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Italy; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification required by said Executive Or¬ 
der or Act or otherwise, and deeming it neces¬ 
sary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

(A) All right, title, interest, and claim of 
any kind or character whatsoever of Dorothea 
Ballard Smith Mariglllho in and to the trust 
created under the Last Will and Testament 
of Frederick Butterfield, deceased; and 

(B) All right, title, interest, and claim of 
any kind or character whatsoever of Dorothea 
Ballard Smith Marigliano and her next of kin, 
whose names are unknown, and each of 
them, in and to the trust created by herself 
as settlor and dated July 12, 1921; 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19, 1943. 

I seal] Leo T. Crowley, 

Alien Property Custodian. 

IF. R. Doc. 43-13855; Filed, August 25, 1943; 

10:59 a. m l 
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I Vesting Order 1986] 

Guardianship Estate of Guido Colainta 

In re: Guardianship estate of Guido 
Colainta; Pile D-38-546; E. T. sec. 6887. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and Interests hereinafter 
described are property which is in the process 
of administration by the National Bank of 
Fayette County, Successor Guardian, acting 
under the Judicial supervision of the Or¬ 
phans' Court of Fayette County, Pennsyl¬ 
vania; and 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Italy, 
namely, 

National and Last Known Address 

Guido Colainta, Italy. 

And determining that— 

(3) If such national is a>person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Italy; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it 
necessary in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All the property and estate of Guido Co¬ 
lainta. of any nature whatsoever in the 
possession of the National Bank of Fayette 
County, as Successor Guardian of the estate 
of Guido Colainta, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in 
the interest of and for the benefit of the 
United States. 

Such property and apy or all of the 
proceeds thereof shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

[seal! Leo T. Crowley, 

Alien Property Custodian . 

[F. R. Doc. 43-13856; Filed, August 25, 1943; 

10:59 a. in. J 


I Vesting Order 19971 

Guardianship Estate of 
Pauline Colainta 

In re: Guardianship estate of Pauline 
Colainta; File D-3&-548; E. T. sec. 5889. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the National Bank of 
Fayette County, Successor Guardian, acting 
under the judicial supervision of the 
Orphans’ Court of Fayette County, Pennsyl¬ 
vania; and 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Italy, 
namely, 

National and Last Known Address 

Pauline Colainta, Italy. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Italy; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive 
Order or Act or otherwise, and deeming It 
necessary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All the property and estate of Pauline 
Colainta, of any nature whatsoever in the 
possession of the National Bank of Fayette 
County, as Successor Guardian of the estate 
of Pauline Colainta, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property and any or all of the 
proceeds thereof shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should be 
made or such compensation should be 
paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of tills order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated August 19, 1943. 

[ seal 1 Leo T. Crowley, 

Alien Property Custodian. 

IF. R. Doc. 43-13857; Filed, August 25, 1943; 

10:59 a. m.] 


[Vesting Order 19981 
Estate of Wilhelmina Dambach 

In re: Estate of Wilhelmina Dambach, 
deceased; File D-28-1992; E. T. sec. 
2041. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095 as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the Clerk of the Union 
County Orphans' Court, acting under the 
Judicial supervision of the Union County 
Orphans’ Court, Union County, New Jersey; 

(2) Such property and Interests are pay¬ 
able or deliverable to, or claimed by, nationals 
of a designated enemy country, Germany, 
namely. 

Nationals and Last Known Address 

Ernst Conzelmann, Germany. 

Karolina Conzelmann. Germany. 

Hilda Conzelmann, Germany. 

Klara C. Haner, Germany. 

Richard Conzelmann, Germany. 

Oskar Conzelmann. Germany. 

Carolina Conzelmann, Germany. 

Karl Dambach, Germany. 

Anna Dambach Nittel, Germany. 

Domiciliary Administrator of the estate of 
Carolina Conzelmann, name unknown and/or 
his successors and assigns, Germany. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Germany; and 

Having made all determination and taken all 
action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it nec¬ 
essary in the national Interest, 

Now. therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title. Interest, and claim of any 
kind or character whatsoever of Ernst Con¬ 
zelmann, Karolina Conzelmann, Hilda Con¬ 
zelmann, Klara C. Haner, Richard Conzel¬ 
mann. Oskar Conzelmann, Carolina Conzel¬ 
mann. Karl Dambach, Anna Dambach Nittel 
and the Domiciliary Administrator of the 
estate of Carolina Conzelmann, name un¬ 
known, and/or his successors and assigns, 
and each of them In and to the Estate of 
Wilhelmina Dambach, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the/benefit of the United 
States. 

Such property and interests and any 
or all of the proceeds thereof shall be 
held in a special account pending further 
determination of the Alien Property Cus¬ 
todian. This shall not be deemed to 
limit the powers oT the Alien Property 
Custodian to return such property and 
interests or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 







11819 


FEDERAL REGISTER, Thursday, August 26, 1943 


with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of said Executive Order. 

Dated: August 19, 1943. 

[seal! Leo T. Crowley, 

Alien Property Custodian. 

IF. R. Doc. 43-13858; Filed, August 25, 1943; 

10:59 a. m.J 


[Vesting Order 1999] 

Trusts Under Will of Josephine del 
Draco 

In re: Trusts under the will of Joseph¬ 
ine del Drago, deceased; File No. D-38- 
426; E. T. sec. 1876. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by Corn Exchange Bank 
Trust Company of New York, New York, 
Trustee, acting under the judicial supervi¬ 
sion of the Surrogate's Court, New York 
County. New York; and 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by. na¬ 
tionals of a designated enemy country, Italy, 
namely. 

Nationals and Last Known Address 

Marcel del Drago, Italy. 

Clemente Francesco del Drago, Italy. 

Any other children and children of any 
deceased children of Marcel del Drago (names 
unknown), Italy. 

Francesco del Drago, Italy. 

Alesandro del Drago, Italy. 

Angela del Drago, Italy. 

Marla Melagros del Drago, Italy. 

Anna Maria del Drago. Italy. 

Any other children and children of any 
deceased children of Clemente del Drago 
(names unknown), Italy. 

Angela del Drago, Italy. 

Maria del Drago. Italy. 

Ferdlnando del Drago. Italy. 

Filippo del Drago, Italy. 

Giovanna del Drago, Italy. 

Any other children and children of any 
deceased children of Maria del Drago (names 
unknown), Italy. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Italy, and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification required by said Executive Order 
or Act or otherwise, and deeming it necessary 
in the national Interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest and claim of any 
kind or character whatsoever of Marcel del 
Drago, Clemente Francesco del Drago, Any 
other children and children of any deceased 
children of Marcel del Drago (names un¬ 
known), Francesco del Drago, Alesandro del 


Drago, Angela del Drago. Maria Melagros del 
Drago, Anna Maria del Drago, Any other chil¬ 
dren and children of any deceased children 
of Clemente del Drago (names unknown), 
Angela del Drago, Marla del Drago. Ferdl¬ 
nando del Drago, Filippo del Drago, Giovanna 
del Drago, Any other children and children 
of any deceased children of Mario del Drago 
(names unknown), and each of them, in and 
to the trusts under the will of Josephine del 
Drago. deceased. 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should be 
made or such compensation should be 
paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order may 
file with the Alien Property Custodian a 
notice of his claim, together with a re¬ 
quest for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13859; Filed. August 25, 1943: 

11:00 a. m.| 


[Vesting Order 2000] 

Trust Under Will of Edward W. Dufft 

In re: Trust under the will of Edward 
W. Dufft, deceased: File D-28-1674; E. 
T. sec. 553. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the proc¬ 
ess of administration by the Chase National 
Bank of the City of New York, Trustee, act¬ 
ing under the Judicial supervision of the 
Surrogate’s Court of Kings County, New 
York; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Ger¬ 
many, namely, 

National and Last Known Address 

Personal representative of Helene Schlr- 
lltz, deceased, name unknown, Germany. 

And determining that— 

(3) If such national Is a person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 


Having made all determinations and taken 
all action, after appropriate consultation 
and certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title. Interest and claim of any 
kind or character whatsoever of the personal 
representative of Helene Schirlltz, deceased, 
name unknown, in and to the Trust estate 
created under the will of Edward W. Dufft, 
deceased. 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in the 
interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will 
not be paid in lieu thereof, if and when 
it should be determined that such re¬ 
turn should be made or such compensa¬ 
tion should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13860; Filed, August 25, 1943; 

11:00 a. m.J 


[Vesting Order 2001 j 
Estate of Mihal Fedor 

In re: Estate of Mihal Fedor, deceased; 
File D-34-116; E. T. sec. 3395. 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095. as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation. 

Finding that— 

(1) The property and interests hereinafter 
described are property which Is in the process 
of administration by Pauline Moy, Executrix, 
acting under the Judicial supervision of the 
District Court of the Eighth Judicial District 
of the State of Montana in and for the 
County of Cascade. 

(2) Such property and interests are pay¬ 
able or deliverable to. or claimed by, nationals 
of a designated enemy country, Hungary, 
namely. 

Nationals and Last Known Address 

Anuska Fedor, Hungary. 

Juliska Thomas. Hungary. 

Joseph Fedor, Hungary. 

Rudy Fedor, Hungary. 
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And determining that— 

(3) If such nationals are persons not within 
a designated enemy country, the national 
interest of the United States requires that 
such persons be treated as nationals of a 
designated enemy country, Hungary; and 

Hating made nil determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Order 
or Act or otherwise, and deeming it necessary 
in the national Interest, 

Now, therefore, the Alien Property 
Custodan hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Anuska 
Fedor. Juliska Thomas, Joseph Fedor and 
Rudy Fedor, and each of them, in and to the 
estate of Mlhal Fedor, deceased. 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the Urtited 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should be 
paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms "national” and "designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian . 

IF. R. Doc. 43-13861; Filed, August 25. 1943; 

11:00 a. m.j 


(Vesting Order 2C02J 
Carl Fischer 

In re: Estate of Carl Fischer, deceased; 
File D-66-410; E. T. sec. 2823. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interest hereinafter 
described are property which is in the process 
of administration by Registry of the Probate 
Court, Washington, D. C.. acting under the 
Judicial supervision of the District Court of 
the United States for the District of Colum¬ 
bia, Holding a Probate Court; 

(2) Such property and interests are pay¬ 
able or deUverable to, or claimed by, a 
national of a designated enemy country, 
Germany, namely, 


National and Last Known Address 

Hannah Fischer, Germany, 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
Interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
aU action, after appropriate consultation and 
certiflcatlon, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Hannah 
Fischer, in and to the Estate of Carl Fischer, 
deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will not 
be paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms "national” and "designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian . 

[F. R. Doc. 43-13862; Filed, August 25, 1943; 

11:00 a. m.j 


[Vesting Order 2003] 

Estate of Eugenia Girratano 

In re: Estate of Eugenia Girratano. de¬ 
ceased; File D-38-1060; E. T. sec. 3094. 

Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests herein¬ 
after described are property which is in the 
process of administration by Anthony Girra¬ 
tano. Executor, acting under the Judicial su¬ 
pervision of the Union County Orphans* 
Court, Union County, New Jersey; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, nationals 
of a designated enemy country, Italy, namely. 


Nationals and Last Known Addivss 

Rosario Girratano, Italy. 

Rosaria Girratano, Italy. # 

Sylvestro Girratano, Italy. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional Interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Italy; and 

having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming It nec¬ 
essary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Rosario Gir¬ 
ratano, Rosaria Girratano and Sylvestro Gir¬ 
ratano ahd each of them in and to the Estate 
of Eugenia Girratano, deceased, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in the 
interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms "national” and "designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

IF. R. Doc. 43-13863; Filed, August 25, 1943; 

11:01 a. m.j 


[Vesting Order No. 2004] 

Estate of Albert A. Glogger 

In re: Estate of Albert A. Glogger, de¬ 
ceased; File IMJ6-366; E. T. sec. 2223. 

Under the Authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
cf administration by John M. Huston, Reg¬ 
ister of Wills and Clerk of the Orphans' Court, 
acting under the Judicial supervision of the 
Orphans’ Court, Allegheny County. Pennsyl¬ 
vania; 
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(2) Such property and Interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Ger¬ 
many, namely, 

National and Last Known Address 

Anna Glogger, Germany. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
Interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 

Having 'made all determinations and taken 
all action, after appropriate consultation 
and certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary In the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, Interest, and claim of any 
kind or character whatsoever of Anna Glog¬ 
ger, in and to the Estate of Albert A. Glogger, 
deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of- the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should be 
made or such compensation should be 
paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of tills order may 
file with the Alien Property Custodian a 
notice of his claim, together with a re¬ 
quest for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

(F. R. Doc. 43-13864; Filed. August 25, 1943; 

11:01 a. m.J 


[Vesting Order 20051 
Estate of Maria Anna Hagmann 

In re: Estate of Maria Anna Hag¬ 
mann, also known as Maria A. Hagmann, 
deceased; File No. D-9-100-28-2056; 
E. T. sec. 2438. 

Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order No. 9095 as amended, 
and pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the proc¬ 
ess of administration by the Treasurer of 


the City of New York, as depositary, acting 
under the Judicial supervision of the Sur¬ 
rogate’s Court, Queens County, State of 
New York; and 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Ger¬ 
many, namely, 

National and Last Known Address 

Alois Schreiber, Germany. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated a national of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation 
and certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title. Interest and claim of 
any kind or character whatsoever of Alois 
Schreiber in and to the Estate of Maria Anna 
Hagmann. also known as Marla A. Hagmann, 
deceased, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in the 
interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should be 
made or such compensation should be 
paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13865; Filed. August 25, 1943; 

11:01 a. m.[ 


[Vesting Order 20061 
Estate of Vincent Irgoneri 

In re: Estate of Vincent Irgoneri, also 
known as James Archani, deceased; File 
D-66-458; E. T. sec. 3022. 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus« 
todian after investigation. 
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Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the Beaver County Trust 
Company, Administrator, acting under the 
judicial supervision of the Orphans’ Court of 
Beaver County. Pennsylvania; 

(2) Such property and interests are payable 
or deliverable to, or claimed by, nationals of 
a designated enemy country, Italy, namely. 

Nationals and Last Known Address 

Executor, administrator, next of kin and 
heirs at law, names unknown, of Vincent 
Irgoneri. also known as Jamees Archani, de¬ 
ceased. Italy. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Italy; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Order 
or Act or otherwise, and deeming it necessary 
in the national interest. 

Now, therefore, the Allen Property 
Custodian hereby vest the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of the executor, 
administrator, next of kin and heirs at law, 
names unknown, of Vincent Irgoneri, also 
known as James Archani, deceased, and each 
of them, in and to the Estate of Vincent 
Irgoneri, also known as James Archani, de¬ 
ceased. 

to be held. used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should be 
paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of said Executive Order. 

Dated August 19. 1943. 

[seal 1 Leo T. Crowley, 

Alien Property Custodian . 

[F. R. Doc. 43-13866; Filed, August 25, 1943; 

11:02 a. m.J 


[Vesting Order 2007] 

Estate of Richard Klier 

In re: Estate of Richard Klier, de¬ 
ceased; File D-17-146; E. T. sec. 1179. 
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Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095. as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests herein¬ 
after described are property which is in the 
process of administration by Henry P. Thom, 
as Executor of the Estate of Richard Kller, 
deceased, acting under the Judicial super¬ 
vision of the Surrogate’s Court of the County 
of New York, New York; 

(2) Such property and Interests are pay¬ 
able or deliverable to, or claimed by. a 
national of a designated enemy country. 
Germany, namely, Emily Mack, whose last 
known address is Germany; 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest and claim of any 
kind or character whatsoever of Emily Mack, 
in and to the Estate of Richard Klier, de¬ 
ceased. 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property and any or all of the 
proceeds thereof shall be held in an ap¬ 
propriate special account or accounts 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a 
designated enemy country", asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

1 seal] Leo T. Crowley, 

Alien Property Custodian. 

IF. R. Doc. 43-13867; Filed. August 25, 1943; 

11:02 a. m.J 


* (Vesting Order 2008] 

Estate op Theresia Korner 

In re: Estate of Theresia Korner, de¬ 
ceased; File D-6-154: E. T. sec. 3009. 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation; 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the Clerk of the 
Gloucester Couhty Orphans’ Court of 
Gloucester County, New Jersey, acting under 
the Judicial supervision of the Gloucester 
County Orphans’ Court, Gloucester County, 
New Jersey; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, na¬ 
tionals of a designated enemy country, Ger¬ 
many, namely, 

Nationals and Last Known Address 

Antonia Schmidl, Germany (Austria). 

Marie Schuetz and her issue whose names 
are unknown, Germany (Austria). 

Katherlna Kropf and her issue whose 
names are unknown, Germany (Austria). 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals 
of a designated enemy country, Germany; 
and 

Having made all determinations and taken 
all action, after appropriate consultation 
and certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national Interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

AH right, title, interest, and claim of any 
kind or character whatsoever of Antonia 
Schmidl; Marie Schuetz and her Issue, whose 
names are unknown; Katherina Kropf and 
her issue, whose names are unknown, and 
each of them in and to the Estate of 
Theresia Korner, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will not 
be paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 


with a request for a hearing thereon, 
on Form APC-1, within one year from 
the date hereof, or within such further 
time as may be allowed by the Alien 
Property Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

IP. R. Doc. 43-13868; Filed. August 25, 1943; 

10:54 a. m.] 


(Vesting Order 2009] 

Estate of Tony Neshoff 

In re: Estate of Tony Neshoff. de¬ 
ceased; File D-ll-61; E. T. sec. 6079. 

Under the authority of the Trading 
with the Enemy Act. as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the proc¬ 
ess of administration by R. E. Homewood, 
Administrator, acting under the Judicial su¬ 
pervision of the District Court of the Six¬ 
teenth Judicial District of the State of Mon¬ 
tana, in and for the County of Custer; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, nation¬ 
als of a designated enemy country, Bulgaria, 
namely, 

Nationals and Last Known Address 

Neshoff Todoroff and his heirs or devisees, 
Bulgaria. 

Tofll Evanoff and his heirs or devisees, 
Bulgaria. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the 
national interest of the United States re¬ 
quires that such persons be treated as na¬ 
tionals of a designated enemy country, Bul¬ 
garia; and 

Having made all determinations and taken 
all action, after appropriate consulation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it nec¬ 
essary in the national interest 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Neshoff To¬ 
doroff and his heirs or devisees and Tofil 
Evanoff and his heirs or devisees and each 
of them in and to the Estate of Tony Neshoff. 
deceased, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in 
the interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
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Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will 
not be paid in lieu thereof, if and when 
it should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country’’ as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

Tseal] Leo T. Crowley, 

Alien Property Custodian. 

(F. R. Doc. 43-13869; Filed, August 25, 1943; 

10:54 a. m.J 


[Vesting Order 2010] 

Estate of Joe Pardini 

In re: Estate of Joe Pardini, deceased; 
File D-38-1099; E. T. sec. 3302. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and Interests hereinafter 
described are property which Is In the process 
of administration by Mary Walsh, Adminis¬ 
tratrix. acting under the Judicial supervision 
of the District Court of the Second Judicial 
District of the State of Montana In and for 
the County of Sliver Bow; 

(2 ) Such property and interests are payable 
or deliverable to, or claimed by a national of 
a designated enemy country, Italy, namely, 

National and Last Knoum Address 

Elida Pardini, Italy. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national in¬ 
terest of the United States requires that such 
person be treated as a national of a desig¬ 
nated enemy country, Italy; and 

Having made all determinations and taken all 
action, after appropriate consultation and 
certification, required by said Executive Order 
or Act or otherwise, and deeming it necessary 
in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Elida Par¬ 
dini in and to the Estate of Joe Pardini, 
deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 


appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should be 
paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1. within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of said Executive Order. 

Dated: August 19. 1943. 

f seal 1 Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13870; Filed, August 25. 1943; 

10:54 a. m l 


[Vesting Order 2011J 

Trust Under Will of Henry Pfaltz 

In re: Trust under will of Henry Pfaltz, 
deceased; File D-28-2338; E. T. sec. 3083. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order No. 9095, as amended, 
and pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the Fidelity Union Trust 
Company, of Newark, New Jersey, acting un¬ 
der the judicial supervision of the Essex 
County Surrogate's Court, Essex County, New 
Jersey; and 

(2) Such property and interests are payable 
or deliverable to, or claimed by. a national of 
a designated enemy country, Germany, 
namely. 

National and Last Known Address 

Adele Krill, Germany. 

And determining that— 

(3) If such national Is a person not within 
a designated enemy country, the national in¬ 
terest of the United States requires that such 
person be treated as a national of a designated 
enemy country, Germany; and 

Having made all determinations and taken all 
action, after appropriate consutlation and cer¬ 
tification required by said Executive Order 
or Act or otherwise, and deeming it necessary 
In the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest and claim of any 
kind or character whatsoever of Adele KrUI in 
and to the trust created under the Last Will 
and Testament of Henry Pfaltz, deceased. 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 


Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should be 
made or such compensation should be 
paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

[seal! Leo T. Crowley, 

Alien Property Custodian . 

|F. R. Doc. 43-13871; Filed. August 25. 1943; 

10:54 a. m.J 


[Vesting Order 2012] 

Estate of Charles G. Reers 

In re: Estate of Charles G. Reers, de¬ 
ceased; File No. D-28-1564; E. T. sec. 292. 

Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order 9095 as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is In the process 
of administration by William F. Kllle and 
Betty E. Reers as co-executors acting under 
the judicial supervision of the Surrogate's 
Court of the State of New York, in and for 
Sullivan County; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, 
Germany, namely. Grete Garwes whose last 
known address is Germany; 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
interest of the United States Requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 

Having made all determinations and taken all 
action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it 
necessary in the national Interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest and claim of any 
kind or character whatsoever of Grete Garwes 
in and to the Estate of Charles G. Reers, 
deceased, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in 
the interest of and for the benefit of the 
United States. 
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Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will 
not be paid in lieu thereof, if and when 
it should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order, 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, 
on Form APC-1, within one year from 
the date hereof, or within such further 
time as may be allowed by the Alien 
Property Custodian. 

The terms “national’* and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

t seal] Leo T. Crowley, 

Alien Property Custodian. 

(F. R. Doc. 43-13872; Filed, August 25, 1943; 

10:55 a. m.) 


[Vesting Order 2013) 

Estate of George Reindler 

In re: Estate of George Reindler, de¬ 
ceased; File D-28-2079; E. T. sec. 2417. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095. as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation. 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by the Treasurer of the 
County of Du Page, State of Illinois, as de¬ 
positary. acting under the Judicial supervi¬ 
sion of the Probate Court of Du Page County, 
Illinois; and 

(2) Such property and Interests are pay¬ 
able or deliverable to. or claimed by, nationals 
of a designated enemy country, Germany, 
namely. 

Nationals and Last Known Address 

Leonhard Reindler. Germany. 

Margarethe Braun, Germany. 

Marie Leichs. Germany. 

Babette Buettner. Germany. 

Eva Reiter. Germany. 

Barbara Schneider. Germany. 

Marie Struetzer, Germany. 

Babette Uhlmann, Germany. 

Margaretha Noelp. Germany. 

Zacharius Tobias Grcmeter. Germany. 

Georg Grometer, Germany. 

Fritz Grometer, Germany. 

Johann Grometer, Germany. 

Babette Grometer, Germany. 

Johanna Grometer, Germany. 

Johann Kernstock, Germany. 

Eva Barbara Euereiss. Germany. 

And determining that— 

(3) If such nationals are persons not within 
a designated enemy country, the national 
interest of the United States requires that 
such persons be treated as nationals of a 
designated enemy country, Germany; and 
Having made aU determinations and taken 
all action, after appropriate consultation and 


certification, required by said Executive Order 
or Act or otherwise, and deeming it necessary 
In the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
properly and interests: 

Cash distributable and payable to Leonhard 
Reindler in the sum of $456.11, Margarethe 
Braun in the sum of $456.11, Marie Leichs 
in the sum of $456.11, Babette Buettner in 
the sum of $456.11, Eva Reiter in the sum 
of $456.12. Barbara Schneider in the sum 
of $456.12. Marie Struetzer in the sum of 
$456.12. Babette Uhlmann in the sum of 

$456.12, Margaretha Noelp in the Bum of 

$1,824.44, Zacharius Tobias Grometer in the 
sum of $608.15. Georg Grometer in the rum 
of $608.15, Fritz Grometer in the sum of 
$152.04, Johann Grometer in the sum of 

$152.04, Babette Grometer in the sum of 

$152.03, Johanna Grometer in the sum of 

$152.04, Johann Kernstock in the sum of 

$912.22. Eva Barbara Buereiss in the sum 
of $912.22. which amounts were deposited 
with the Treasurer of Du Page County, Illi¬ 
nois. on January 29, 1943, pursuant to order 
of the court of January 28. 1943, to the 
credit of the aforesaid nationals, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the in¬ 
terest of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 

•nding further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a des¬ 
ignated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further 
time as may be allowed by the Alien 
Property Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

fsEAL] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13873; Filed, August 25, 1943; 

10:55 a. m.) 


[Vesting Order 2014] 

Estate of Karoline Salber 

In re: Estate of Karoline Salber, de¬ 
ceased; File No. D-28-1780; E. T. 1169. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the proc¬ 
ess of administration by Clarence A. Smith, 
Acting County Treasurer of Monroe County, 
acting under the Judicial supervision of the 
Surrogate's Court, Monroe County, New York; 


(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, na¬ 
tionals of a designated enemy country, 
Germany, namely. 

Nationals and Last Known Address 

Lore Sonncntag, Germany. 

Maria Magdalene Knoebel, Germany. 

Agnes Irtenkauf. Germany. 

Theresia Zeller, Germany. 

Franz Xaver Schilling, also known as Xaver 
Schilling, Germany. 

Klara Mueller. Germany. 

Rosa Quadt, also known as Theresia Rosa 
Quadt. Germany. 

Franz Xaver Sonnentag, Germany. 

And determining that— 

(3) If such nationals are persons not within 
a designated enemy country, the national 
interest of the United States requires that 
such persons be treated as nationals of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it nec¬ 
essary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title. Interest, and claim of any 
kind or character whatsoever of Lore Son¬ 
nentag. Marla Magdalene Knoeble, Agnes 
Irtenkauf, Theresia Zeller. Franz Xaver 
Schilling, also known as Xaver Schilling. 
Klara Mueller, Rosa Quadt, also known as 
Theresia Rosa Quadt and Franz Xaver Son¬ 
nentag, and each of them, in and to the 
Estate of Karoline Salber, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or w r ithin such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13874; Filed. August 25. 1943; 

10:56 a. m.[ 


[Vesting Order 2015[ 

Estate of Annie Schneider 

In re: Estate of Annie Schneider, de¬ 
ceased; File D-28-2489; E. T. sec. 3495. 
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Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation. 

Finding that— 

(1) The property and interests hereinafter 
described are property which Is in the process 
of administration by the Security Trust Com¬ 
pany, Executor, acting under the Judicial 
supervision of the Register of Wills, New 
Castle County, Delaware; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by. nationals 
of a designated enemy country. Germany, 
namely. 

Nationals and Last Known Address 

Albert Schober. Germany. 

Emilie Schober, Germany. 

Joseph Machate, Germany. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it nec¬ 
essary *ln the national Interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Albert 
Schober, Emilie Schober and Joseph Machate 
and each of them in and to the Estate of 
Annie Schneider, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian . 

(F. R. Doc. 43-13875; Filed. August 25, 1943; 
10:56 a. in.) 

No. 169-7 


(Vesting Order 20161 

Estate of Wilhelmine Schneider 

In re; Estate of Wilhelmine Schneider, 
also known as Wilhelmina Schneider, 
deceased; File No. D-9-100-38-1671; E. T. 
sec. 4958. 

Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order No. 9095 as amended, 
and pursuant to law, the Alien Property 
Custodian after investigation, 

Finding that— 

(1) The property and Interests herein¬ 
after described are property which is in the 
process of administration by Anna H. Isen- 
8 Chmid, Executrix, acting under the Judicial 
supervision of the Surrogate’s Court of New 
York County, New York; and 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by. na¬ 
tionals of a designated enemy country, Ger¬ 
many. namely. 

Nationals and Last Known Address 

Margarethe Schneider, Bremen, Germany. 

Helene Dokoutschaeff, Hanover, Germany. 

And determining that— 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional Interest of the United States requires 
that such persons be treated as nationals of 
a designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation 
and certification, required by said Executive 
Order or Act or otherwise, and deeming it 
necessary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

Ail right, title. Interest and claim of any 
kind or character whatsoever of Margarethe 
Schneider and Helene Dokoutschaeff. and 
each of them, in and to the estate of Wil¬ 
helmine Schneider, also known as Wilhel¬ 
mina Schneider, deceased, 

to be held, used administered, liqui¬ 
dated. sold or otherwise dealt with in 
the interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will 
not be paid in lieu thereof, if and when 
it should be determined that such re¬ 
turn should be made or such compen¬ 
sation should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 


have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F. R. Doc. 43-13876; Filed. August 25. 1943; 
10:56 a. m | 


| Vesting Order 2017] 

Estate of Ernst Jacob Steffen 

In re: Estate of Ernst Jacob Steffen, 
deceased; File D-28-1723; E. T. sec. 744. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
* pursuant to law, the Alien Property Cus¬ 
todian after investigation. 

Finding that— 

(1) The property and interests hereinafter 
described are property which is in the process 
of administration by The Farmers and Me¬ 
chanics Bank, 21 East Main Street. Galesburg. 
Illinois. Executor, acting under the Judicial 
supervision of the County Court of the State 
of Illinois, in and for the County of Knox; 

(2) 8uch property and interests are pay¬ 
able or deliverable to, or claimed by. nationals 
of a designated enemy country, Germany, 
namely. 

Nationals and Last Known Address 

Marie Steffen, Germany. ^ 

Ernst Steffen, Germany. 

Herman 8teffen. Germany. 

Nieces and nephews of Ernst Jacob Steffen, 
deceased, names unknown. Germany. 

And determining that — 

(3) If such nationals are persons not 
within a designated enemy country, the na¬ 
tional interest of the United States requires 
that such persons be treated as nationals of a 
designated enemy country. Germany; and 

Having^nade all determinations and taken ail 
action, after appropriate consultation and 
certification, required by said Executive Order 
or Act or otherwise, and deeming it necessary 
in the national interest. 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title. Interest and claim of any 
kind or character whatsoever of Marie Steffen, 
Ernst Steffen. Herman Steffen and nieces and 
nephews of Ernst Jacob Steffen, deceased, 
names unknown, and each of them, in and 
to the estate of Ernst Jacob Steffen, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
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may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated: August 19. 1943. 

T seal 1 Leo T.- Crowley . 

Alien Property Custodian. 

IF. R. Doc. 43-13877; Filed. August 25. 1943; 

10:56 a. m.J 


{Vesting Order 2018] 

Estate of Karl Steinhilber 

In re: Estate of Karl Steinhilber, de¬ 
ceased; File D-66-660; E. T. sec. 5318. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation. 

Finding that— 

(1) The property and interests hereinafter - 
described are property which is in the process 
of administration by John M. Huston, Regis¬ 
ter of Wills and Clerk of Orphans’ Court. Cus¬ 
todian. acting under the Judicial supervision 
of the Orphans’ Court of Allegheny County, 
Pennsylvania; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of a designated enemy country, Ger¬ 
many. namely, 

National and Last Known Address 

Karl Steinhilber, Germany. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national in¬ 
terest of the United States requires that such 
person be treated as a national of a desig¬ 
nated enemy country, Germany; and 

Having made aU determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Order 
or Act or otherwise, and deeming it neces¬ 
sary in the national interest. 

Now, therefore, the Alien Property 
Custodan hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Karl Stein¬ 
hilber, in and to the Estate of Karl Stein¬ 
hilber, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, 
or to indicate that compensation will 
not be paid in lieu thereof, if and when 
it should be determined that such re¬ 
turn should be made or such compensa¬ 
tion should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 


claim arising as a result of this order 
may file with the Alien Property Cus¬ 
todian a notice of his claim, together 
with a request for a hearing thereon, on 
Form APC-1, within one year from the 
date hereof, or within such further time 
as may be allowed by the Alien Prop¬ 
erty Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 
of said Executive Order. 

Dated: August 19, 1943. 

[sealI Leo T. Crowley, 

Alien Property Custodian. 

jF. R. Doc. 43-13878; Filed. August 25, 1943; 

10:57 a. m.J 


{Vesting Order 2019] 

Estate of August Waschke 

In re: Estate of August Waschke. de¬ 
ceased; File D-28-3432; E. T. sec. 5462. 

Under the authority of the Trading 
with the Enemy Act as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and Interests hereinafter 
described are property which is in the process 
of administration by Mary Schubert. Admin¬ 
istratrix, acting under the judicial super¬ 
vision of the Hudson County Orphans’ Court 
of Hudson County, New Jersey; 

(2) Such property and interests are pay¬ 
able or deliverable to. or claimed by, na¬ 
tionals of a designated enemy country, Ger¬ 
many, namely, 

Nationals a7id Last Known Address 

Auguste Waschke, Germany. 

Agoste Drcgemuller, Germany. 

Therese Bupjager, Germany. 

And determining that— 

(3) If such nationals are persons not within 
a designated enemy country, the national 
Interest of the United States requires that 
such persons be treated as nationals of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it nec¬ 
essary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Auguste 
Waschke, Agoste Drcgemuller and Therese 
Bupjager and each of them In and to the 
Estate of August Waschke, deceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an 
appropriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall not 
be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should be 
paid. 


Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order may 
file with the Alien Property Custodian a 
notice of his claim, together with a re¬ 
quest for a hearing thereon, on Form 
APC-1. within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall have 
the meanings prescribed in section 10 of 
said Executive Order. 

Dated August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

|F. R. Doc. 43-13879; Filed. August 25. 1943; 

10:57 a. m.) 


(Vesting Order 2020J 
Estate of Nancy Wassman 

In re: Estate of Nancy Wassman, alias 
Nancy LaMotte, deceased; File D-28- 
4184; E. T. sec. 7253. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095, as amended, and 
pursuant to law, the Alien Property Cus¬ 
todian after investigation, 

Finding that— 

(1) The property and Interests hereln- 
•after described are property which is in 
the process of administration by Helen Prill, 
6030 North California Avenue, Chicago, Illi¬ 
nois, Administratrix, acting under the ju¬ 
dicial supervision of the Probate Court of 
the State of Illinois, in and for the County 
of Cook; 

(2) Such property and interests are pay¬ 
able or deliverable to, or claimed by, a na¬ 
tional of designated enemy countries, Ger¬ 
many and Rumania, namely. 

National and Last Known Address 

Anton Reiser, Rumania. 

And determining that— 

(3) If such national is a person not within 
a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of des¬ 
ignated enemy countries, Germany and Ru¬ 
mania; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and. deeming it 
necessary in the national interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

The sum of $1,686.02 which is in the 
process of administration by, and is in the 
possession and custody of Helen Prill. Admin¬ 
istratrix of the Estate of Nancy Wassman. 
alias Nancy LaMotte, deceased; also 

All right, title, interest, and claim of any 
kind or character whatsoever of Anton Reiser 
in and to the estate of Nancy Wassman, alias 
Nancy LaMotte, deceased, 

to be held, used, administered, liqui¬ 
dated, sold or otherwise dealt with in the 
interest of and for the benefit of the 
United States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 
propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
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not be deemed to limit the powers of 
the Alien Property Custodian to return 
such property or the proceeds thereof, or 
to indicate that compensation will not 
be paid in lieu thereof, if and when it 
should be determined that such return 
should be made or such compensation 
should be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together with 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated August 19, 1943. 

r seal 1 Leo T. Crowley, 

Alien Property Custodian. 

(F. R. Doc. 43-13880; Filed, August 25, 1943; 

10:58 a. m.] 


f Vesting Order 20211 

Trusts Under Will of Henry White 

In re: Trusts under the will of Henry 
White, deceased; File D-66-512; E. T. sec. 
4136. 

Under the authority of the Trading 
with the Enemy Act, as amended, and 
Executive Order 9095. as amended, and 
pursuant to law. the Alien Property Cus¬ 
todian after investigation, • 

Finding that— 

(1) The property and interests herein¬ 
after described are property which is in the 
process of administration by Lewis Spencer 
Morris and John Campbell White, Trustees, 
acting under the Judicial supervision of the 
Supreme Court of the District of Columbia; 

(2) Such property and interests are pay¬ 
able or deliverable to. or claimed by. a na¬ 
tional of a designated enemy country, Ger¬ 
many, namely, 

National and Last Known Address 

Margaret Muriel, Seherr-Thoss, Germany. 

And determining that?— 

(3) If such national is a person not with¬ 
in a designated enemy country, the national 
interest of the United States requires that 
such person be treated as a national of a 
designated enemy country, Germany; and 

Having made all determinations and taken 
all action, after appropriate consultation and 
certification, required by said Executive Or¬ 
der or Act or otherwise, and deeming it neces¬ 
sary in the national Interest, 

Now, therefore, the Alien Property 
Custodian hereby vests the following 
property and interests: 

All right, title, interest, and claim of any 
kind or character whatsoever of Margaret 
Muriel Seherr-Thoss. In and to the trusts 
created under the will of Henry White, de¬ 
ceased, 

to be held, used, administered, liquidated, 
sold or otherwise dealt with in the inter¬ 
est of and for the benefit of the United 
States. 

Such property, and any or all of the 
proceeds thereof, shall be held in an ap¬ 


propriate special account or accounts, 
pending further determination of the 
Alien Property Custodian. This shall 
not be deemed to limit the powers of the 
Alien Property Custodian to return such 
property or the proceeds thereof, or to 
indicate that compensation will not be 
paid in lieu thereof, if and when it should 
be determined that such return should 
be made or such compensation should 
be paid. 

Any person, except a national of a 
designated enemy country, asserting any 
claim arising as a result of this order 
may file with the Alien Property Custo¬ 
dian a notice of his claim, together w'ith 
a request for a hearing thereon, on Form 
APC-1, within one year from the date 
hereof, or within such further time as 
may be allowed by the Alien Property 
Custodian. 

The terms “national” and “designated 
enemy country” as used herein shall 
have the meanings prescribed in section 
10 of said Executive Order. 

Dated: August 19, 1943. 

[seal] Leo T. Crowley, 

Alien Property Custodian. 

[F It. Doc. 43-13881; Filed, August 25, 1943; 

10:58 a. m.J 


OFFICE OF PRICE ADMINISTRATION. 

List of Individual Orders Granting Ad¬ 
justments, Etc., Under Price Regula¬ 
tions 

The following orders were filed with 
the Division of the Federal Register on 
August 23, 1943. 

Order Number and Name 

MPR 11. Order 2, Fisher Mftg. Co. 

MPR 120, Order 236, Duncan-Spangler Coal 
Co. 

MPR 120. Order 237, James Barquln. 

RMPR 122. Order 49. Philadelphia & Reading 
Coal & Iron Co. 

MPR 136. Order 26, Am. 1, American Saw 
Mills Co. 

Copies of these orders may be obtained 
from the Office of Price Administration. 

Ervin H. Pollack. 

Head, Editorial and Reference Section. 

IF. R. Doc. 43-13843; Filed, August 24, 1943; 
4:08 p. m.J 


Regional, State and District Office 
Orders. 

[Region H Order G-ll Under Rev. MPR 122J 

Pennsylvania Anthracite in Coal Area 
H, N. J. 

Order No. G-ll Under §§ 1340.260 and 
1340.259 (a) (1) of Revised Maximum 
Price Regulation No. 122—Solid Fuels 
Sold and Delivered by Dealers. Pennsyl¬ 
vania anthracite delivered by dealers in 
that portion of Hudson County east of 
the Hackensack River, State of New Jer¬ 
sey—Coal Area II. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 


Administrator of the Office of Price Ad¬ 
ministration by §§ 1340.260 and 1340.259 

(a) (1) of Revised Maximum Price Reg¬ 
ulation No. 122, It is ordered: 

(a) What this order does —(1) Dealers* 
maximum prices; area covered. If you 
are a dealer in “Pennsylvania anthra¬ 
cite”, this order fixes the maximum 
prices which you may charge, and if you 
are a purchaser in the course of trade 
or business, this order fixes the maxi¬ 
mum prices which you may pay, for 
certain sizes and quantities of “Pennsyl¬ 
vania anthracite” hereinafter called 
simply “anthracite”) delivered to or at 
any point in Coal Area n. Coal Area II 
includes all of Hudson County in the 
State of New Jersey east of the Hacken¬ 
sack River. 

(2) Schedules of prices, charges and 
discounts. The applicable prices and 
required discounts, from which you shall 
determine the maximum prices for des¬ 
ignated sizes and quantities of anthra¬ 
cite delivered within Coal Area II, are 
set forth in Schedules I, II and III here¬ 
after. 

(3) To what sales this order applies. 
If you are a dealer in anthracite, you 
are bound by the prices and discounts, 
and by all other provisions of this order 
for all deliveries within Coal Area n, 
whether or not you are located in Coal 
Area n. 

(b) What this order prohibits. Re¬ 
gardless of any contract or other obli¬ 
gations, you shall not— 

(1) Sell or, in the course of trade or 
business, buy anthracite of the sizes and 
in the quantities set forth in the sched¬ 
ules herein, at prices higher than the 
maximum prices computed as set forth 
in paragraph (c) of this order, although 
you may charge, pay, or offer less than 
maximum prices. 

(2) Obtain any price higher than the 
applicable maximum price by— 

(i) Changing the discounts authorized 
herein, or 

(ii) Charging for any service rendered 
in connection with the sale or delivery 
of anthracite subject to this order, or 

(iii) Using any tying agreement or 
requiring that the buyer purchase any¬ 
thing in addition to the fuel requested 
by him, except that the dealer may com¬ 
ply with requirements or standards with 
respect to deliveries which have been or 
may be issued by an agency of the 
United States Government, or 

(iv) Using any other device by which 
a higher than the applicable maximum 
price is obtained, directly or indirectly. 

(c) How to compute maximum prices. 
You must figure your maximum price 
as follows: 

(1) Use the schedule which covers your 
sale. (Schedule I applies to “direct-de- 
livery” sales of anthracite. You will find 
Schedule I in paragraph (d). Schedule 
II applies to “Yard Sales”. You will find 
Schedule n in paragraph (e). Schedule 
in applies to sales of bagged coal in 
50 lb.. 25 lb. and 12 lb. paper bags. You 
will find Schedule HI in paragraph <f).) 

(2) For "direct-delivery” sales, (i) 
Take the dollar-and-cents figure given 
in the applicable schedule for the size 
and quantity you are selling. 
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(ii) Deduct from this figure the 
amount of the discount which you are 
required to give as specified in the sched¬ 
ule. (You will find discounts stated in 
paragraph (d) (2).) If the schedule 
makes no reference to any discount, you 
need give no discount. Where a dis¬ 
count is required, you must state it sep¬ 
arately on your invoice. 

(iii) If you deliver a fraction of a net 
ton, even if less than one half ton, and 
the applicable schedule provides a dis¬ 
count on the basis of one ton or one half 
ton, you shall allow a proportionate dis¬ 
count, making your calculation to the 
nearest full cent. For example, if you 
are required to deduct 50<? per ton for 
cash payment, you shall deduct 38<2 for 
three-quarters of a ton and 130 for one- 
quarter of a ton. 

(iv) You shall not impose any charges 
with respect to such sales. 

(3) For “yard sales", (i) The dol- 
lars-and-cents figure set forth in the ap¬ 
plicable schedule for the sizes and quan¬ 
tities specified shall be the maximum 
price for sales of those sizes and in those 
quantities at the yard. You shall not 
impose any charges, and you are re¬ 
quired to give no discounts, in connec¬ 
tion with such sales. 

(4) For “sales in 50 IK 25 lb. and 12 
lb. paper bags", (i) The dollars-and- 
cents figure set forth in the applicable 
schedule for the size of anthracite and 
type of sale there specified, shall be the 
maximum price. You shall not impose 
any charges, and you are required to 
give no discounts, in connection with 
such sales. 

<d) Schedule 1: Sales on a “direct- 
delivery" basis. Schedule I establishes 
maximum prices for certain sizes of an¬ 
thracite in certain specific quantities, 
delivered to or at any point within Coal 
Area II. 

(1) For sales of anthracite of the sizes 
and in the quantities specified. 


Size 

Per 
net ton 

Per 

net 

Hton 

Per 100 lbs. 
for sales of 
100 lbs. or 
more, but 
less than 
on e-ha If ton 

Broken, egg, stove, nut... 
Pea... 

$14.05 
12.50 

9.95 

8.95 
7.85 
4.00 

17.30 
6.50 
5.25 
4.75 
4.20 
2.00 

$0.80 

.70 

.65 

Buckwheat.... 

Bice. 

Barley.. 


Screenings. 





(i) If you sell one size of anthracite 
commingled with another size of anthra¬ 
cite, your maximum price for the combi¬ 
nation shall be the, maximum price 
established in this order for the smallest 
of the sizes so commingled, except in the 
following situation. Where a purchaser 
requests that two or more sizes of an¬ 
thracite be commingled in one delivery, 
then, and in that event, if these sizes 
are separately weighed at the point of 
loading, the dealer may commingle these 
sizes in the truck or other vehicle in 
which the delivery is made. The price 
for anthracite so commingled shall be 
calculated on the basis of the applicable 
per net ton price for each size in the 
combination, and the invoice shall sepa¬ 


rately state the price, so determined, for 
the quantity of each size in the combina¬ 
tion. 

(2) Required discounts. <i) You shall 
deduct from the prices set forth above 
in this schedule, on sales and deliveries 
of all sizes except screenings, a discount 
of 5CH 4 per net ton and 25c per net V 2 ton, 
where payment is made on delivery. 
Nothing in this sub-paragraph requires 
you to sell on other than a cash basis. 

(ii) In addition, you shall deduct a 
discount of 75<* per net ton, on sales and 
deliveries of all sizes except screenings, 
to consumers purchasing from one 
dealer, Tor delivery at one point, a quan¬ 
tity of 50 tons or more, within a period 
of twelve months. 

(a) You shall not break up a single 
order in an attempt to avoid this dis¬ 
count. 

(b) You must grant this discount 
whether the purchaser has received 50 
tons or more pursuant to a single pur¬ 
chase order, or several purchase orders, 
and whether there was delivery at one 
time or at intervals of time, the sole 
basis of the discount being the annual 
purchase of 50 tons or more for delivery 
at one point. 

(c) You must deduct this discount at 
or before the delivery of the fiftieth ton 
and continue to grant the discount on 
every subsequent delivery during the 
same twelve month period. 

(e) Schedule II: “Yard sales"— (1) 
Maximum prices for certain sizes of an¬ 
thracite sold at the dealer's “yard" within 
Coal Area II. 


Slzo 

Per net 
ton for 
sales of 
H ton or 
more 

Per 100 lbs. for 
100 lbs. or more, 
but less than 
one-half ton 

Dealers 

Con¬ 

sumer 

Broken, egg, stove, nut_ 

Pea. 

$11.05 

9.50 

7.20 

0.45 

5.35 

2.05 

$0.57 
.50 
.40 

$0.65 

.55 

.50 

Buckwheat. 

Kioo-. 

Barley.. 



Screenings. 







(i) If you sell one size of anthracite, 
commingled with another size of anthra¬ 
cite, your maximum price for the combi¬ 
nation shall be the maximum price 
established in this order for the smallest 
of the sizes so commingled, except in the 
following situation. Where a purchaser 
requests that two or more sizes of an¬ 
thracite be commingled in one delivery, 
then, and in that event, if these sizes are 
separately weighed at the point of load¬ 
ing, the dealer may commingle these 
sizes in the truck or other vehicle in 
which purchaser accepts delivery. The 
price for anthracite so commingled shall 
be calculated on the basis of the appli¬ 
cable per net ton price for each size in 
the combination, and the invoice shall 
separately state the price, so determined, 
for the quantity of each size in the 
combination. 

<f) Schedule III. Schedule III estab¬ 
lishes maximum prices for sales to deal¬ 
ers and to consumers within Coal Area 
n of the specified size of anthracite in 
50 lb., 25 lb. and 12 lb. paper bags. 


(1) Maximum price per 50 lb. paper 
bag. 


Biro 

Delivered 
at dealer’s 
yard 

Delivered 
to retail 
ItOTpB 

Bales to 
ultimate 
consumer 

Nut. 

10.30 

$0. 40 

$0.50 

(2) Maximum price per 25 lb. paper 
bag. 

Size 

Delivered 
at dealer’s 
yard 

Delivered 
to rctnil 
stores 

Bales to 
ultimate 
consumer 

Not. 

$0.18 

$0.20 

$0.25 

(3) Maximum price per 12 lb. paper 
bag. 

Size 

Delivered 
at dealer’s 
yard 

Delivered 
to retail 
stores 

Sales to 
ultimate 
consumer 

Nut. 

$ 0.00 

$0.10 

$0.12 


(4) If you sell one size of anthracite 
commingled with another size of an¬ 
thracite, your maximum price for the 
combination shall be the maximum price 
established in this order for the small¬ 
est of the sizes so commingled, except- 
in the following situation. Where a 
purchaser requests that two or more 
sizes of anthracite be commingled in one 
delivery, then, and in that event, if those 
sizes are separately weighed before bag¬ 
ging, the dealer may commingle those 
sizes inHhe bags in which the anthracite 
is sold. The price for anthracite so 
commingled shall be calculated on the 
basis of the applicable per net ton price 
for each size in the combination, and 
the invoice shall separately state the 
price, so determined, for the quantity of 
each size in the combination. 

(g) Ex Parte 148—Freight Rate In¬ 
crease. Since the Ex Parte 148 Freight 
Rate Increase has been rescinded by the 
Interstate Commerce Commission, deal¬ 
ers’ freight rates are the same as those 
of December 1941. Therefore, you may 
not increase any'schedule price on ac¬ 
count of freight rates. 

(h) Addition of increase in suppliers ' 
maximum prices prohibited. You may 
not increase the specific maximum prices 
established by this order to reflect, in 
whole or in part, any subsequent in¬ 
crease to you in your supplier’s maxi¬ 
mum price for the same fuel. The spe¬ 
cific maximum prices already reflect in¬ 
creases to you in your supplier’s maxi¬ 
mum prices occurring up to the effective 
date of this order. If increases in your 
supplier’s maximum prices should occur 
after such date, as the result of any 
amendment to or revision of a maximum 
price regulation issued by the Office of 
Price Administration governing sales 
and deliveries made by such suppliers, 
the Regional Administrator will, if he 
then deems it to be warranted, take ap¬ 
propriate action to amend this order to 
reflect such increases. 

(i) Taxes. If you are a dealer subject 
to this order you may collect, in addition 
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to the specific maximum prices estab¬ 
lished herein, provided you state it sepa¬ 
rately. the amount of the federal tax 
upon the transportation of property im¬ 
posed by section 620 of the Revenue Act 
of 1942 actually paid or incurred by you. 
or an amount equal tp the amount of 
such tax paid by any of your prior sup¬ 
pliers and separately stated and col¬ 
lected from you by the supplier from 
whom you purchased. For convenience 
in billing, you may use on your invoice 
a rubber stamp reading: “Above price 
includes Federal Transportation Tax of 
4y per ton.” 

(j) Adjustable pricing. You may not 
make a price adjustable to a maximum 
price which will be in effect at some 
time after delivery of the anthracite has 
been completed; but the price may be 
adjustable to the maximum price in ef¬ 
fect at the time of delivery. 

(k) Petitions for amendment. Any 
person seeking an amendment of any 
provision of this order may file a petition 
for amendment in accordance with the 
provisions of Revised Procedural Regu¬ 
lation No. 1, except that the petition 
shall be filed with the Regional Admin¬ 
istrator and acted upon by him. 

(l) Right of amendment or revoca¬ 
tion. The Regional Administrator or 
the Price Administrator may amend, 
revoke or rescind this order, or any pro¬ 
vision thereof, at any time. 

(m) Applicability of other regulations . 
If you are a dealer subject to this order, 
you are governed by the licensing and 
registration provisions of sections 15 and 
16 of the General Maximum Price Regu¬ 
lation. Sections 15 and 16 provide, in 
brief, that a license is required of all per¬ 
sons selling at retail commodities for 
which maximum prices are established. 
A license is automatically granted. It is 
not necessary to apply for the license, 
but you may later be required to register. 
The license may be suspended for viola¬ 
tions in connection with the sale of any 
commodity for which maximum prices 
are established. If your license is sus¬ 
pended, you may not sell any such com¬ 
modity during the period of suspension. 

(n) Records. If you are a dealer sub¬ 
ject to this order, you shall preserve, keep, 
and make available for examination by 
the Office of Price Administration, the 
same records you were required to pre¬ 
serve and keep under § 1340.262 (a) and 
(b) of Revised Maximum Price Regula¬ 
tion No. 122. 

(o) Posting of maximum prices; sales 
slips and receipts. (1) If you are a 
dealer subject to this order, you shall 
post all your maximum prices (as set 
forth in the applicable schedule or sched¬ 
ules of this order) in your place of busi¬ 
ness in a manner plainly visible to and 
understandable by the purchasing public. 

(2) If you are a dealer subject to tills 
order, you shall, except for a sale of less 
than one-half ton, give each purchaser 
a sales slip or receipt showing your name 
and address, the kind, size, and quantity 
of the anthracite sold to him, the date of 
the sale or delivery and the price 
charged, separately stating the amount, 
if any, of the required discounts which 


must be deducted from, and the taxes, 
which may be added to, the specific max¬ 
imum prices prescribed herein. 

In the case of all other sales, you shall 
give each purchaser a sales slip or re¬ 
ceipt containing the information de¬ 
scribed in the foregoing paragraph, if 
requested by such purchaser or if. during 
December 1941, you customarily gave 
purchasers such sales slips or receipts. 

(p) Enforcement. (1) Persons violat¬ 
ing any provision of this order are sub¬ 
ject to civil and criminal penalties, in¬ 
cluding suits for treble damages, pro¬ 
vided for by the Emergency Price Control 
Act of 1942, as amended. 

(2) Persons who have any evidence of 
any violation of this order are urged to 
communicate with the Newark District 
Office of the Office of Price Administra¬ 
tion. 

(q) Definitions and explanations. 
When used in this Order No. G-ll, the 
term— 

(1) “Person” includes an individual, 
corporation, partnership, association, or 
any other organized group of persons, or 
legal successor or representative of any 
of the foregoing, and includes the United 
States or any agency thereof, or any 
other government, or any of its political 
sub-divisions, or any agency of any of 
the foregoing. 

(2) “Sell” includes sell, supply, dis¬ 
pose, barter, exchange, lease, transfer, 
and delivery, and contracts and offers to 
do any of the foregoing. The terms 
“sale”, “selling”, “sold”, “seller”, “buy”, 
“purchase” and “purchaser” shall be 
construed accordingly. 

(3) “Dealer” means any person sell¬ 
ing anthracite of the sizes set forth in 
the schedule^ herein, and does not in¬ 
clude a producer or distributor making 
sales at or from a mine, a preparation 
plant operated as an adjunct of any 
mine, or a briquette plant. 

(4) “Pennsylvania anthracite” means 
all coal produced in the Lehigh, Schuyl¬ 
kill and Wyoming regions in the State of 
Pennsylvania. 

(5) The sizes of “Pennsylvania an¬ 
thracite” described as broken, egg, stove, 
nut, pea, buckwheat, rice, barley and 
screenings shall refer to the same sizes 
of anthracite as were sold and delivered 
in the State of New Jersey—Coal Area 
II with such designation during Decem¬ 
ber 1941. 

(6) “Coal Area II” includes that por¬ 
tion of Hudson County in the State of 
New Jersey which lies east of the Hack¬ 
ensack River. 

(7) “Direct delivery” means delivery 
to the buyer’s bin or storage space. 

(8) “Yard sales” means sales accom¬ 
panied by physical transfer to the buy¬ 
er’s truck or vehicle at the yard, dock, 
barge, car, or at a place of business of 
the seller other than at seller’s truck or 
vehicle. 

(9) “Delivered at dealer’s yard” as ap¬ 
plied to sales of bagged coal in 50 lb., 25 
lb. and 12 lb. paper bags, means physical 
transfer at the dealer’s yard to the pur¬ 
chaser’s truck or other vehicle. 

(10) “Delivered to retail stores” as ap¬ 
plied to sales of bagged coal in 50 lb., 
25 lb. and 12 lb. paper bags, means de¬ 


posit in that part of the store designated 
by the purchaser. 

(11) “Sales to ultimate consumer” as 
applied to bagged coal in 50 lb., 25 lb. 
and 12 lb. paper bags, means sales by 
dealers, other than sales at a dealer’s 
yard whether or not delivered to the 
consumer’s premises. 

(r) Effect of order on revised maxi¬ 
mum price regulation No. 122. This or¬ 
der shall supersede Revised Maximum 
Price Regulation No. 122, except as to 
any sales or deliveries of solid fuels not 
specifically subject to this order. 

This order has been approved by the 
Bureau of the Budget in accordance with 
the Federal Reports Act of 1942. 

Effective date: This order shall become 
effective August 30, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871; E.O. 9328, 8 F.R. 4681) 

Issued this 16th day of August 1943. 

Sylvan L. Joseph, 
Regional Administrator. 

(F. R. Doc. 43-13753: Filed, August 23. 1943; 

4:43 p. m.J 


[Region II Order 0-12 Under Rev. MPR 1221 

Pennsylvania Anthracite in Coal Area 
in, N. J. 

Order No. G-12 Under §§ 1340.260 and 
1340.259 (a) (1) of Revised Maximum 
Price Regulation No. 122—Solid Fuels 
Sold and Delivered by Dealers. Penn¬ 
sylvania anthracite delivered by dealers 
in—Essex County, all of Hudson County 
west of Hackensack River, and the 
Townships of Union, Hillside, and 
Springfield, in Union County, State of 
New Jersey—Coal Area in. 

For the reasons set forth in an opinion 
issued simultaneously herewith and 
under the authority vested in the Re¬ 
gional Administrator of the Office of 
Price Administration by §§ 1340.260 and 
1340.259 (a) (1) of Revised Maximum 
Price Regulation No. 122, It is ordered: 

(a) What this order does —(1) Deal¬ 
ers ’ maximum prices; area covered. If 
you are a dealer in “Pennsylvania an¬ 
thracite”, this order fixes the maximum 
prices which you may charge, and if you 
are a purchaser in the course of trade 
or business, this order fixes the maximum 
prices which you may pay, for certain 
sizes and quantities of “Pennsylvania 
anthracite” (hereinafter called simply 
“anthracite”) delivered to or at any 
point in State of New Jersey—Coal Area 
III. Coal Area III includes the following 
portions of the State of New Jersey: All 
of Essex County, all of Hudson County 
West of the Hackensack River, and 
the Townships of Union, Hillside, and 
Springfield, in Union County. 

(2) Schedules of prices, charges and 
discounts. The applicable prices, au¬ 
thorized charges, and required discounts, 
from which you shall determine the 
maximum prices for designated sizes and 
quantities of anthracite delivered within 
Coal Area III are set forth in Schedules 
I, II. and III hereafter. 

(3) To what sales this order applies. 
If you are a dealer in anthracite, you 
are bound by the prices, charges and 
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discounts, and by all other provisions of 
this order for all deliveries within Coal 
Area in, whether or not you are located 
in Coal Area m. 

<b) What this order prohibits. Re¬ 
gardless of any contract or other obliga¬ 
tions, you shall not— 

(1) Sell or, in the course of trade or 
business, buy anthracite of the sizes and 
in the quantities set forth in the sched¬ 
ules herein, at prices higher than the 
maximum prices computed as set forth 
in paragraph (c) of this order, although 
you may charge, pay, or offer less than 
maximum prices. 

(2) Obtain any price higher than the 
applicable maximum price by— 

(i) Changing the discounts authorized 
herein, or 

<ii) Charging for any service which is 
not expressly requested by the buyer, or 

(iii) Charging for any service for 
which a charge is not specifically au¬ 
thorized by this order, or 

(iv) Charging a price for any service 
higher than the schedule price for such 
service, or 

<v) Using any tying agreement or re¬ 
quiring that the buyer purchase any¬ 
thing in addition to the fuel requested 
by him except that a dealer may comply 
with requirements or standards with re¬ 
spect to deliveries which have been or 
may be issued by an agency of the 
United States Government. 

(vi) Using any other device by which 
a higher price than the applicable maxi¬ 
mum price is obtained, directly or 
indirectly. 

(c) How to compute maximum prices. 
You must figure your maximum price as 
follows: 

(1) Use the schedule which covers your 
sale. (Schedule I applies to “Direct De¬ 
livery” sales of anthracite. You will find 
Schedule I in paragraph (d). Schedule 
n applies to “Yard Sales” by dealers 
who have normally sold exclusively to 
other dealers for resale, and by other 
dealers. You will find Schedule n in 
paragraph (e). Schedule m applies to 
sales of bagged coal in 50 lb., 25 lb., and 
12 lb. paper bags. You will find Sched¬ 
ule III in paragraph (f).) 

(2) Take the dollar-and-cents figure 
given in the applicable schedule for the 
size and quantity you are selling. 

(3) Deduct from this figure the 
amount of the discount which you are 
required to give as specified in the sched¬ 
ule. (You will find discounts stated in 
paragraph (d) (2) and paragraph (e) 

(3).) If the schedule makes no refer¬ 
ence to any discount, you need give no 
discount. Where a discount is required, 
you m ist state it separately on your 
invoice. 

(4) If. at your purchaser's request, 
you actually render him a service for 
which this order authorizes a charge, 
you may add to the figure derived from 
the preceding sub-paragraphs (2) and 
(3) no more than the maximum au¬ 
thorized service charge. You must state 
that charge separately on your invoice. 
The only authorized services charges 
are those provided for sales under 
Schedule L 


(5) If you deliver a fraction of a net 
ton, even if less than one half ton, and 
the applicable schedule provides a dis¬ 
count on the basis of one ton or one 
half ton, you shall allow a proportionate 
discount, making your calculation to the 
nearest full cent. For example, if you 
are required to deduct 50^ per ton for 
cash payment, you shall deduct 38d for 
three-quarters of a ton and 13tf for one- 
quarter of a ton. 

(6) If you deliver a fraction of a net 
ton, but not less than one-half ton, and 
the applicable schedule provides a serv¬ 
ice charge on the basis of one ton, you 
shall add no more than a proportionate 
service charge, making your calculation 
to the nearest full cent. For example, 
if the transaction permits a service 
charge of 5(H‘ per ton, you shall not add 
more than 38c for performance of that 
service in connection with the delivery 
of three-quarters of a ton. 

(d) Schedule I: Sales on a “direct- 
delivery” basis. Schedule I establishes 
maximum prices for certain sizes of an¬ 
thracite in certain specific quantities, 
delivered to or at any point within Coal 
Area III. 

(1) For sales of anthracite of the sizes 
and in the quantities specified. 


Size 

Per net 
ton 

Per net 
H ton 

Per 100 lbs. 
for sales of 
100 lhs. or 
more hut 
less than 
ton 

Broken, egg, stove, nut... 

I’ea. . 

$13.00 
11.45 
U. 45 

8.70 

7.70 
3. SO 

$0.75 
0.00 
5.00 
4.150 
4.10 
1.90 

_ 

$0.80 

.70 

.65 

Buckwheat. 

Rice. 

Barley. 


Screenings.. 





(1) Commingling. If you sell one 
size of anthracite commingled with an¬ 
other size of anthracite, your maximum 
price for the combination shall be the 
maximum price established in this order 
for the smallest of the sizes so com¬ 
mingled, except in the following situa¬ 
tion. Where a purchaser requests that 
two or more sizes of anthracite be com¬ 
mingled in one delivery, then, and in 
that event, if those sizes are separately 
weighed at the point of loading, the 
dealer may commingle those sizes in the 
truck or other vehicle in which the de¬ 
livery is made. The price for anthracite 
so commingled shall be calculated on the 
basis of the applicable per net ton price 
for each size in the combination, and 
the invoice shall separately state the 
price, so determined, for the quantity 
of each size in the combination. 

(2) Required discounts, (i) You shall 
deduct from the prices set forth above 
in this schedule, on sales and deliveries 
of all sizes except screenings, a discount 
of 5(ty per net ton and 25tf per net Vz 
ton, where payment is made within ten 
days after delivery. Nothing in this sub- 
paragraph requires you to sell on other 
than a cash basis. 

(ii) In addition, you shall deduct a 
discount of 50£ per net ton, on sales and 
deliveries of all sizes except screenings, 
to consumers purchasing from one deal¬ 
er, for delivery at one point, a quantity 


of 50 tons or more, within a period of 
twelve months. 

(a) You shall not break up a single 
order in an attempt to avoid this dis¬ 
count. 

(b) You must grant this discount 
whether the purchaser has received 50 
tons or more pursuant to a single order, 
or several purchase orders, and whether 
there was delivery at one time or at in¬ 
tervals of time, the sole basis of the dis¬ 
count being the annual purchase of 50 
tons or more for delivery at one point. 

(c) You must deduct this discount at 
or before the delivery of the fiftieth ton 
and continue to grant the discount on 
every subsequent delivery during the 
same twelve month period. 

(3) Maximum authorized service 
charges. 


Special service ren¬ 
dered at the re¬ 
quest of the 
purchaser: 

“Carry” or “wheel’' 


Maximum 
authorized 
charges (cents 
per net ton) 
(except for sales 


in 100 lb. lots, amounting to less 

than one-half ton)_ 50 

Carrying upstairs, for each floor above 
the ground floor (except for sales 
in 100 lb. lots, amounting to less 
than one-half ton). This charge 
shall be in addition to any charge 

for “carry” or “wheel”_ 50 

“Trimming” coal in bin_ 15 


(e) Schedule II: “Yard sales". Sched¬ 
ule II establishes maximum prices for 
certain sizes of anthracite sold at the 
dealer’s “yard”. 

(1) Sales by dealers except those who 
normally sold exclusively to other deal¬ 
ers for resale . 


Size 

Sales to dealers 

Sales to con¬ 
sumers 

Ter net 
ton for 
sales 

of H 
ton or 
more 

PerlOO 
lhs. for 
100 lbs. 
or more 
hut less 
than 

H ton 

Per net 
ton for 
sales 
of K 
ton or 
more 

PerlOO 
lbs. for 
100 lbs. 
or more 
but loss 
than 
Hton 

Broken, egg, stove, 
nut. 

$10.05 
8.35 
6.85 
6.00 
5.10 
2.00 

$0.55 

.45 

.40 

$11.50 

9.95 

7.95 
7.20 

$0.65 

.55 

.50 

Pea.. 

Buckwheat. 

Rice.. 

Barley _ _ _ 



Screenings. 









(2) Wholesale yard sales—(Sales from 
yards of dealers who have normally sold 
exclusively to other dealers for resale.) 


Size: Per net ton 

Broken, egg, stove, nut_$10. 05 

Pea. 8.30 

Buckwheat_ 6. 85 

Rice.. 6.00 

Barley_ 5.15 

Screenings_!_ 2.00 


(3) Required discounts on wholesale 
yard sales. You shall deduct from the 
prices set forth in paragraph (e) (2) 
of this schedule, for payment within fif¬ 
teen days after delivery, the following 
discounts: 

Discount 
per net ton 


Size: (cents) 

Broken, egg. stove, nut_ 15 

Pea and buckwheat__ 10 

Rice and barley_— 5 
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(4) Commingling. If you sell one size 
of anthracite commingled with another 
size of anthracite, your maximum price 
for the combination shall be the maxi¬ 
mum price established in this order for 
the smallest of the sizes so commingled, 
except in the following situation. Where 
a purchaser requests that two or more 
sizes of anthracite be commingled in one 
delivery, then, and in that event, if 
those sizes are separately weighed at the 
point of loading, the dealer may com¬ 
mingle those sizes in the truck or other 
vehicle in which the delivery is made. 
The!^>rice for anthracite so commingled 
shall be calculated on the basis of the 
applicable per net ton price for each 
size in the combination, and the invoice 
shall separately state the price, so de¬ 
termined, for the quantity of each size 
in the combination. 

(f) Schedule III. Schedule in estab¬ 
lishes maximum prices for sales to deal¬ 
ers and to consumers of certain sizes of 
anthracite in 50 lb., 25 lb., and 12 lb. pa¬ 
per bags. 


Maximum Prices Per SO*Lb. Paper Baq 


Size 

De¬ 

livered 

Ht 

dealer's 

yard 

De¬ 

livered 

to 

retail 

stores 

Sales to 
ultimate 
consumer 
in lots 
of H ton 
or more 

Sales to 
ultimate 
consumer 
in quan¬ 
tities 
under 

Yi ton 

Kilt... 

$0.35 

$0.40 

$0.40 

$0.45 

Pea.. 

.30 

.35 

.35 

.40 



Maximum Prices Per 25-Lb. Paper Bag 



Delivered 

Delivered 

Sales to 

Size 

at dealer's 

to retail 

ultimate 


yard 

stores 

consumer 

Nut. 

$0.1S 

$0.20 

$0.25 


Maximum Prices Per 12-Lb. Paper Bag 



Delivered 
at dealer’s 

Delivered 

Sales to 

Size 

to retail 

ultimate 


yard 

stores 

consumer 

Nut. 

$0.09 

$0.10 

$0.12 



(4) Commingling. If you sell one size 
of anthracite commingled with another 
size of anthracite, your maximum price 
for the combination shall be the maxi¬ 
mum price established in this order for 
the smallest of the sizes so commingled, 
except in the following situation. Where 
a purchaser requests that two or more 
sizes of anthracite be commingled in 
one delivery, then, and in that event, if 
those sizes are separately weighed before 
bagging, the dealer may commingle 
those sizes in the bags in which the de¬ 
livery is made. The price for anthracite 
so commingled shall be calculated on the 
basis of the applicable price for each 
size in the combination, and the invoice 
shall separately state the price, so de¬ 
termined, for the quantity of each size 
in the combination. 

(g) Ex parte 148 Freight Rate In¬ 
crease. Since the Ex Parte 148 Freight 
Rate Increase has been rescinded by the 
Interstate Commerce Commission, the 
dealers* freight rates are the same as 


those of December, 1941. Therefore, you 
may not increase any schedule price on 
account of freight rates. 

(h) Addition of increase in supplier's 
maximum prices prohibited. You may 
not increase the specific maximum 
prices established by this order to reflect, 
in whole or in part, any subsequent in¬ 
crease to you in your supplier’s maxi¬ 
mum price for the same fuel. The spe¬ 
cific maximum prices already reflect 
increases to you in your supplier’s maxi¬ 
mum prices occurring up to the effective 
date of this order. If increases in your 
supplier’s maximum prices should occur 
after such date, as the result of any 
amendment to or revision of a maximum 
price regulation issued by the Office of 
Price Administration governing sales 
and deliveries made by such suppliers, 
the Regional Administrator will, if he 
then deems it to be warranted, take ap¬ 
propriate action to amend this order to 
reflect such increases. 

(i) Taxes . If you are a dealer subject 
to this order you may collect, in addition 
to the specific maximum prices estab¬ 
lished herein, provided you state it sep¬ 
arately, the amount of the federal tax 
upon the transportation of property im¬ 
posed by section 620 of the Revenue Act 
of 1942 actually paid or incurred by you, 
or an amount equal to the amount of 
such tax paid by any of your prior sup¬ 
pliers and separately stated and col¬ 
lected from you by the supplier from 
whom you purchased. 

(j) Adjustable pricing. You may not 
make a price adjustable to a maximum 
price which will be in effect at some 
time after delivery of the anthracite has 
been completed; but the price may be 
adjustable to the maximum price in ef¬ 
fect at the time of delivery. 

(k) Storage services. Notwithstand¬ 
ing any prohibitions in this order against 
the imposition of charges for services 
other than those specifically authorized 
herein, a dealer may request the Re¬ 
gional Administrator to establish a price 
for rendering storage services, where 
during December 1941, the dealer did 
not render the same or substantially 
similar storage service without charge. 
The application shall set forth in writ¬ 
ing; 

(l) A detailed description of the serv¬ 
ices to be rendered: 

(2) The classes of purchasers to whom 
it will be rendered; 

(3) Whether the service was rendered 
in December 1941 and, if so, the charge, 
if any, then imposed; 

(4) Whether the service was rendered 
after December 1941 and. if so, the 
charge, if any, imposed; 

(5) A proposed price for the service 
which shall be shown to the satisfac¬ 
tion of the Regional Administrator to be 
reasonable in relation to the actual costs 
the dealer will incur in rendering the 
service; 

<6> Any other pertinent information 
the Regional Administrator may request. 

Where the Regional Administrator be¬ 
lieves that the establishment of a maxi¬ 
mum price for such service will not im¬ 
pede essential distribution of anthracite 
within Coal Area m, and is otherwise 
warranted, he shall establish a maxi¬ 


mum price therefor. The maximum 
price for such service shall be a price 
specifically authorized in writing by the 
Regional Administrator. 

(1) Petitions for amendment. Any 
person seeking an amendment of any 
provision of this order may file a peti¬ 
tion for amendment in accordance with 
the provisions of Revised Procedural 
Regulation No. 1. except that a petition 
shall be filed with the Regional Admin¬ 
istrator and acted upon by him. 

(m) Right of amendment or revoca¬ 
tion. The Regional Administrator or 
the Price Administrator may amend, re¬ 
voke or rescind this order, or any pro¬ 
vision thereof, at any time. 

(n) Applicability of other regulations. 
If you are a dealer subject to this order, 
you are governed by the licensing and 
registration provisions of sections 15 and 
16 of the General Maximum Price Regu¬ 
lation. Sections 15 and 16 provide, in 
brief, that a licerfce is required of all 
persons selling at retail commodities for 
which maximum prices are established. 
A license is automatically granted. It 
is not necessary to apply for the license, 
but you may later be required to register. 
The license may be suspended for viola¬ 
tions in connection with the sale of any 
commodity for which maximum prices 
are established. If your license is sus¬ 
pended, you may not sell any such com¬ 
modity during the period of suspension. 

(o) Records. If you are a dealer sub¬ 
ject to this order, you shall preserve, 
keep, and make available for examina¬ 
tion by the Office of Price Administra¬ 
tion, the same records you were required 
to preserve and keep under § 1340.262 (a) 
and (b) of Revised Maximum Price Reg¬ 
ulation No. 122. 

(p) Posting of maximum prices ; sales 
slips and receipts. (1) If you are a 
dealer subject to this order, you shall 
post all your maximum prices (as set 
forth in the applicable schedule or sched¬ 
ules of this order) in your place of busi¬ 
ness in a manner plainly visible to and 
understandable by the purchasing public. 

(2) If you are a dealer subject to this 
order, you shall, except for a sale of less 
than one-half ton, give each purchaser 
a sales slip or receipt showing your name 
and address, the kind, size and quantity 
of the anthracite sold to him, the date of 
the sale or delivery and the price 
charged, separately stating the amount, 
if any, of the required discounts which 
must be deducted from, and the author¬ 
ized service charges and the taxes, which 
may be added to. the specific maximum 
prices prescribed herein. 

In the case of all other sales, you shall 
give each purchaser a sales slip or re¬ 
ceipt containing the information de¬ 
scribed in the foregoing paragraph, if 
requested by such purchaser or if, during 
December 1941, you customarily gave 
purchasers such sales slips or receipts. 

(q) Enforcement. (1) Persons violat¬ 
ing any provision of this order are sub¬ 
ject to civil and criminal penalties, in¬ 
cluding suits for treble damages, pro¬ 
vided for by the Emergency Price Control 
Act of 1942, as amended. 

(2) Persons who have any evidence of 
any violation of this order are urged to 
communicate with the Newark District 
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Office of the Office of Price Administra¬ 
tion. 

(r) Definitions and explanations. 
When used in this Order No. G-12, the 
term: 

(1) “Person” includes an individual, 
corporation, partnership, association, or 
any other organized group of persons, 
or legal successor representative of any 
of the foregoing, and includes the United 
States or any agency thereof, or any 
other government, or any of its political 
sub-divisions, or any agency of any of 
the foregoing. 

(2) “Sell” includes sell, supply, dispose, 
barter, exchange, lease, transfer, and de¬ 
livery, and contracts and offers to do any 
of the foregoing. The terms “sale”, 
“selling”, “sold”, “seller”, “buy”, “pur¬ 
chase” and “purchaser” shall be con¬ 
strued accordingly. 

(3) “Dealer” means any person selling 
anthracite of the sizes set forth in the 
schedules herein, and does not include 
a producer or distributor making sales 
at or from a mine, a preparation plant 
operated as an adjunct of any mine, or 
a briquette plant. 

<4) “Pennsylvania anthracite” means 
all coal produced in the Lehigh, Schuyl¬ 
kill and Wyoming regions in the State of 
Pennsylvania. 

(5) Sizes of “Pennsylvania anthracite” 
described herein as broken, egg, stove, 
nut, pea, buckwheat, rice, barley and 
screening shall refer to the same sizes of 
anthracite as were sold and delivered 
in the State of New Jersey—Coal Area 
III with such designations during De¬ 
cember 1941. 

(6) “Direct delivery”, except with re¬ 
spect to sales in 100 lb. lots, means deliv¬ 
ery to the buyer’s bin or storage space by 
dumping or chuting directly from the 
seller’s truck or vehicle or, where such 
delivery to the buyer’s bin or storage 
space is physically impossible, by dis¬ 
charging at the point nearest and most 
accessible to the buyer’s bin or storage 
space and at which the coal can be dis¬ 
charged directly from the seller’s truck. 
“Direct Delivery” in 100 lb. lots shall 
mean depositing in buyer’s bin or other 
storage space designated by buyer. 

(7) “Carry’* and “wheel” refer to the 
movement of coal to buyer’s bin or stor¬ 
age space in baskets or other containers, 
or by wheelbarrow or barrel, from 
seller's truck or vehicle, or from the 
point nearest and most accessible to 
the buyer’s bin or storage space at which 
the coal is discharged from seller’s truck 
in the course of “direct delivery”. 

(8) “Trim” refers in general to the 
movement of coal by shovel, in bin or 
storage space, usually for the purpose 
of making more room for coal to be 
delivered. 

(9) “Yard sales” means sales accom¬ 
panied by physical transfer to the buy¬ 
er’s truck or vehicle at the yard, dock, 
barge, car or at a place of business of 
the seller other than at seller’s truck or 
vehicle. 

(10) “Wholesale yard sales” means 
sales from yards of dealers who have 
normally sold exclusively to other deal¬ 
ers for resale. 

(11) “Delivered at dealer’s yard” as 
applied to sales of bagged coal in 30 lb.. 


25 lb., and 12 lb. paper bags, means 
physical transfer at the dealer's yard to 
the purchaser’s truck or other vehicle. 

(12) “Delivered to retail stores” as 
applied to sales of bagged coal in 50 lb., 
25 lb., or 12 lb. bags, means deposit in 
that part of the store designated by the 
purchaser. 

(13) “Sales to ultimate consumers” as 
applied to bagged coal in 50 lb., 25 lb., or 
12 lb. bags, means sales by dealers other 
than sales at the dealer’s yard, whether 
or not delivered to the consumer’s 
premises. 

(s) Effect of order on revised maxi - 
mum price regulation No. 122. This or¬ 
der shall supersede Revised Maximum 
Price Regulation No. 122, except as to 
any sales or deliveries of solid fuels not 
specifically subject to this order. 

This order has been approved by the 
Bureau of the Budget in accordance with 
the Federal Reports Act of 1942. 

Effective date: This order shall become 
effective August 30, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871. E.O. 9328, 8 F.R. 4681) 

Issued this 19th day of August 1943. 

Sylvan L. Joseph, 
Regional Administrator. 

[P. R. Doc. 43-13*754; Piled, August 23, 1943; 

4:44 p. m.j 


[Region VI Order G-2 Under MPR 376. 

Arndt. 21 

Certain Fresh Vegetables in Chicago 
Region 

Amendment No. 2 to Order No. G-2 
under Maximum Price Regulation 376- 
Certain Fiesh Fruits and Vegetables. 
Adjusted maximum prices of certain 
fresh vegetables in Region VI. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator of the Office of Price Ad¬ 
ministration by section 4 (c) of Maxi¬ 
mum Price Regulation 376, It is hereby 
ordered: 

.(1) Paragraph “D. Cabbage” and par¬ 
agraph “F, Lettuce” of Appendix A as 
amended are hereby deleted. 

(2) The undesignated listings of com¬ 
modities in Appendix B headed “Iceberg 
Lettuce” and “Cabbage”, respectively, 
are hereby deleted. 

(3) Paragraph “G, Spinach” of Ap¬ 
pendix A as amended is hereby amended 
to read as follows: 

G. Spinach 

Point of origin: 

Dallas region (Aik., Kan., La., Mo., Okla., 

Texas)-Formula price 

Denver region (Colo., Ida., Mont., N. 

Mex.. Utah, Wyo.)_Formula price 

California: 

Crates weighing approximately 75 
lbs. iced with an approximate 


net weight of 40 lbs_$3.90 

Other sizes or containers, per lb., 

net weight_ , 10 

All other points: 

Bushel or hamper, minimum net 

weight 20 lbs_ 1. 80 

Other containers, per lb., net 

weight_..._ , 09 

+ • e • * 


(4) The undesignated listing headed 
“Spinach” in Appendix B is hereby 
amended to read as follows: 




Commodity, container she 
and quantity 

Region V, 
Dallas 
region, 
Arkansas, 
Kansas, 
Louisiana, 
Missouri, 
Oklahoma, 
Texas 

Region VII, 
Denver 
region, 
Colorado, 
Idaho, 
Montana, 
N. Mexico, 
Utah, 
Wyoming 

SPINACH 



Regular, bu. hamper min. net 



wt., 20 lbs.... 

$1.40 

1L40 

Colorado Mountain, bu. ham¬ 



per, min. net wt.. 20 lbs_ 


1.80 

Crates, min. net wt. f 25 lbs_ 


2.25 


This amendment to Order No. G-2 
shall become effective July 26, 1943. 

(Pub. Laws 421 and 729, 77th Cong.; 
E.O. 9250, 7 F.R. 7871) 

Issued this 22d day of July 1943. 

Raymond S. McKeough, 
Regional Administrator. 

[F. R. Doc. 43-13801; Filed. August 24. 1943; 
11:11 a. m.J 


[Region VIII Rev. Order G-2 Under 18 (c), 
Arndt. 13[ 

Milk and Cream in California 

Amendment No. 13 to Revised Order 
No. G-2 under § 1499.18 (c) as amended 
of the General Maximum Price Regula¬ 
tion (formerly Revised Order No. 3 under 
section 18 (c) as amended of the General 
Maximum Price Regulation). Adjusted 
maximum prices of fluid milk and cream 
at wholesale and retail in certain local¬ 
ities in the State of California. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator of the Office of Price Ad¬ 
ministration by § 1499.18 (c) of the Gen¬ 
eral Maximum Price Regulation, It is 
hereby ordered , That Revised Order No. 
G-2 under § 1499.18 (c) as amended of 
the General Maximum Price Regulation 
(formerly Revised Order No. 3 under sec¬ 
tion 18 (c) as amended of the General 
Maximum Price Regulation) be amended 
as set forth below: 

(a) Schedule C as amended is hereby 
further amended by adding at the end 
thereof the following: 


Lake County 



Wholesale 

delivered 

Retail 

Quart container. 

$0.12 

$0.14 

Pint container. 

.065 

.075 

Half-pint container. 

.045 




This amendment shall become effec¬ 
tive August 1, 1943. 

(Pub Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 F.R. 7871) 

Issued this 22d day of July 1943. 

L. F. Gentneh, 

Acting Regional Administrator . 

[F. R. Doc. 43-13802; Filed, August 24, 1943; 
11:09 a. m.l 
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[Region VIII Order G-3 Under MPR 165. 

Amdt. 1) 

Military Laundry in the Los Angeles 
Area 

Amendment No. 1 to Order No. G-3 
under Maximum Price Regulation No. 
165 as amended—Services. 

For the reasons set forth in an opin¬ 
ion issued simultaneously herewith, and 
under the authority vested in the Re¬ 
gional Administrator of the Office of 
Price Administration by § 1499.114 (d> 
of Maximum Price Regulation No. 165 as 
amended. It is hereby ordered , That Or¬ 
der No. G-3 under Maximum Price Reg¬ 
ulation No. 165 as amended be amended 
in the following particulars: 

Paragraph (b) is amended to read as 
follows: 

(b) The adjusted maximum prices 
which power laundries located in the 
Los Angeles area may charge for military 
laundry, washed and dried or washed 
and returned finished ready for use, 
shall be the prices set forth in Appendix 
B attached hereto, except that where 
the camp laundry officer for reasons of 
military necessity has requested that the 
laundry be returned in four days or less 
from the time that it is received, the 
adjusted maximum prices shall be the 
prices set forth in Appendix B plus an 
additional 10% thereof. 

Appendix B is amended by striking out 
the figure “.20” appearing opposite the 
word “Suntan” under the heading 
“Trousers”, and substituting therefor the 
figure “.25.” 

Appendix C is amended by adding at 
the end thereof the following: 

Note: The volume discounts shall not ap¬ 
ply on sales to the United States government 
or any agency thereof. 

This amendment shall become effec¬ 
tive upon its issuance. 

(Pub. Laws 421 and 729, 77th Cong.; 
E.O. 9250, 7 F.R. 7871) 

Issued this 21st day of July, 1943. 

L. F. Gentner, 
Regional Administrator . 

[P. R. Doc. 43-13803; Filed. August 24. 1943; 
11:09 a. m.J 


[Region VIH Order G-15 Under MPR 3291 

Milk in Benton and Franklin Counties, 
Wash. 

Order No. G-15 under Maximum Price 
Regulation No. 329—Purchases of Milk 
from Producers for Resale as Fluid Milk. 

For the reasons set forth in an opinion 
issued simultaneously herewith and un¬ 
der the authority vested in the Regional 
Administrator of the Office of Price Ad¬ 
ministration by § 1351.408 of Maximum 
Price Regulation No. 329. It is hereby or¬ 
dered: 

(a) The adjusted maximum price at 
which any person whose place of business 
is located in Benton or Franklin County 
in the state of Washington may purchase 
milk from producers located in said 
counties shall be as follows: 

(1) For purchases of milk from pro¬ 
ducers other than “new producers” either 

No. 1C9-8 


f. o. b. producer’s dairy or delivered to the 
purchaser’s plant, the adjusted maximum 
price shall be a3 follows: 

MUk fat content: Price per gallon 


3.2but less than 3.5%_$.27 

3.5% but less than 3.8%_ .28 

3.8% but less than 4.1%_ .29 

4.1% but less than 4.4%_ .30 

4.4% or more_ .31 


(2) For purchases of milk from “new 
producers” delivered to the purchaser’s 
plant, the adjusted maximum price shall 
be the price as provided in paragraph 
(a) (1) above. 

(3) For purchases of milk from “new 
producers” f. o. b. producer’s dairy, the 
adjusted maximum price shall be the 
prices specified in paragraph (a) (1) 
above minus an allowance for transport¬ 
ing milk purchased from the producer’s 
dairy to the purchaser’s business location 
computed as follows: 

(1) Where the milk is transported by 
means of a carrier not operated or con¬ 
trolled by either the producer or the pur¬ 
chaser, the transportation allowance 
shall be equal to the amount actually 
paid to the carrier for the transportation 
service. 

(ii) If the minimum transportation al¬ 
lowance cannot be computed under the 
foregoing Sub-divisions, the transporta¬ 
tion allowance shall not be less than $.16 
per hundred pounds of milk. 

(b) Definitions. (1) “New producer” 
means a producer who did not regularly 
sell milk to distributors during June, 
1942. 

(2) “Distributor” means any person 
who buys milk for resale for human con¬ 
sumption as fluid milk. 

(c> This order may be revoked, 
amended or corrected at any time. 

This order shall become effective upon 
issuance. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250, 7 Fit. 7871) 

Issued this 21st day of July, 1943. 

L. F. Gentner, 

Acting Regional Administrator. 

[F. R. Doc. 43-13804: Filed, August 24. 1943; 

11:11 a. ni. j 


[Region VIII Order 0-22 Under 18 (c), 
Amdt. 1J 

Transportation of Manufacturing Milk 
in California 

Amendment No. 1 to Order No. G-22 
under § 1499.18 (c) as amended of the 
General Maximum Price Regulation. 
Adjusted maximum prices for the trans¬ 
portation of manufacturing milk by car¬ 
riers other than common carriers. 

For the reasons set forth in an opinion 
issued simultaneously herewith and 
under the authority vested in the Re¬ 
gional Administrator of the Office of 
Price Administration by § 1499.18 (c) as 
amended by the General Maximum Price 
Regulation, It is hereby ordered , That 
Order No. G-22 under § 1499.18 (c) as 
amended of the General Maximum Price 
Regulation be amended in the following 
particulars: 

Paragraph (d) is amended to read as 
follows: 


(d> Definitions. For the purposes of 
this order: 

(1) “Manufacturing milk” means liq¬ 
uid cow’s milk in a raw unprocessed state 
which is purchased by a milk manufac¬ 
turing plant. 

(2> A “milk manufacturing plant” in¬ 
cludes any plant which, during the cal¬ 
endar month preceding the filing of the 
statements described in paragraph <a> 
of this order, used at least 35% of the 
milk purchased by it for purposes other 
than resale for human consumption as 
fluid milk. 

This amendment shall become effective 
upon its issuance. 

(Pub. Laws 421 and 729, 77th Cong.; E.O. 
9250. 7 F.R. 7871) 

Issued this 22d day of July 1943. 

L. F. Gentner. 

A.cting Regional Administrator. 

[F. R. Doc. 43-13805: Filed, August 24, 1943; 

11:09 a. m.J 


[Region n Order 0-1 Under 3 (b) (2) J 

Electric Irons Sold by Radio Sales and 
Service Co. 

Correction 

In F. R. Doc. 43-13429 appearing on 
page 11459 of the issue for Wednesday, 
August 18,1943, the introductory portion 
of the first sentence of paragraph (e) 
should read as follows: 

“The applicant shall supply to each 
purchaser for resale before or at the time 
of its first delivery of the irons to such 
purchaser a written statement as fol¬ 
lows: * * V 


SECURITIES AND EXCHANGE COM¬ 
MISSION. 

[File No. 70-7781 

The Milwaukee Electric Railway & 
Transport Co. and Wisconsin Power 
Co. 

NOTICE REGARDING FILING 

At a regular session of the Securities 
and Exchange Commission held at its 
office in the City of Philadelphia, Pa., 
on the 24th day of August, 1943. 

Notice is hereby given that a joint 
declaration or application (or both) has 
been filed with this Commission pur¬ 
suant to the Public Utility Holding Com¬ 
pany Act of 1935 by The Milwaukee 
Electric Railway & Transport Company, 
a wholly-owned subsidiary of Wisconsin 
Electric Power Company, and by Wis¬ 
consin Electric Power Company, a sub¬ 
sidiary of The North American Com¬ 
pany. a registered holding company; and 
Notice is further given that any inter¬ 
ested person may not later than Sep¬ 
tember 6, 1943, at 5:30 P. M., e. w.*t., 
request the Commission in writing that 
a hearing be held on such matter, stat¬ 
ing the reasons for such request and the 
nature of his interest, or may request 
that he be notified if the Commission 
should order a hearing thereon. At any 
time thereafter, said joint declaration 
or application, as filed or as amended. 
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may be granted, as provided in Rule U-23 
of the Rules and Regulations promul¬ 
gated pursuant to said Act, or the Com¬ 
mission may exempt such transaction as 
provided in Rules U-20 (a) and U-100 
thereof. Any such request should be 
addressed: Secretary, Securities and Ex¬ 
change Commission, 18th and Locust 
Streets, Philadelphia 3, Pennsylvania. 

Ail interested persons are referred to 
said joint declaration or application, 
which is on file in the office of the said 
Commission, for a statement of the 
transactions therein proposed, which are 
summarized below: 

(1) The Milwaukee Electric Railway 
& Transport Company proposes to (a) 
redeem on October 1, 1943 at par plus 
accrued interest ,$500,000 principal 
amount of its First Mortgage 4% Bonds 
owned by Wisconsin Electric Power Com¬ 
pany and pledge as collateral to the 
latter company’s Mortgage and Deed of 
Trust dated October 28, 1938 and (b) 
to purchase for cash at par for retire¬ 
ment 4,000 shares of its capital stock of 
the aggregate par value of $400,000 from 
Wisconsin Electric Power Company. 

(2) Wisconsin Electric Power Com¬ 
pany proposes to sell to The Milwaukee 
Electric Railway & Transport Company 
the said 4,000 shares of the capital stock 
of The Milwaukee Electric Railway & 
Transport Company for the considera¬ 
tion above specified. 

By the Commission. 

[seal] Orval L. DuBois, 

Secretary . 

[F. R. Doc. 43-13896: Filed, August 25, 1943; 

U:55 a. m.J 


WAR FOOD ADMINISTRATION. 

[Docket No. AO 103-A 6) 

New Orleans, Louisiana, Marketing Area 

NOTICE OF HEARING ON HANDLING OF MILK 

Proposed amendments to the tenta¬ 
tively approved marketing agreement, as 


amended, and the order, as amended, 
regulating the handling of milk in the 
New Orleans, Louisiana, marketing area. 

Pursuant to the Agricultural Market¬ 
ing Agreement Act of 1937, as amended 
(7 UJS.C. 1940 ed. 601 et seq.), and in 
accordance with the applicable rules of 
practice and procedure (7 CFR, 1941 
Supp., 900.1-900.17; 7 F.R. 3350; 8 FR. 
2815), notice is hereby given of a hear¬ 
ing to be held at the St. Charles Hotel, 
New Orleans, Louisiana, beginning at 10 
a. m., c. w. t., August 31, 1943, with 
respect to proposed amendments to the 
tentatively approved marketing agree¬ 
ment. as amended, and the order, as 
amended, regulating the handling of milk 
in the New Orleans, Louisiana, market¬ 
ing area. These amendments have not 
received the approval of the War Food 
Administrator. 

This public hearing is for the purpose 
of receiving evidence with respect to the 
economic or marketing conditions which 
relate to the amendments or any modi¬ 
fication thereof, which are hereinafter 
set forth. The amendments which have 
been proposed are set forth below. 

Amendments Proposed by Dairy Farmers* 
Cooperative Association, Inc . 

1. Delete from § 942.5 (a) (1) the 
phrase “$3.67 per hundredweight 
through March 1944, and $2.74 per hun¬ 
dredweight thereafter” and substitute 
therefor the phrase “$4.10 per hundred¬ 
weight through March 1944, and $3.17 
per hundredweight thereafter.’* 

2. Delete § 942.5 (a) (2) and substitute 
therefor the following; 

(2) Class n milk—$3.43 per hundred¬ 
weight through March 1944 and $2.50 per 
hundredweight thereafter. 

Amendments Proposed by Dairy and 

Poultry Branch, Food Distribution 

Administration 

1. Delete § 942.1 (a) (1) and substitute 
therefor the following: 


(1) “War Food Administrator” means 
the War Food Administrator of the 
United States or any officer or employee 
of the United States who is. or who may 
hereafter be, authorized to exercise the 
powers or to perform the duties, pursu¬ 
ant to the act, of the War Food Admin¬ 
istrator. 

2. Review the price for Class III milk 
(§ 942.5 (a) (3)). 

3. Delete the proviso from § 942.5 (a) 

( 1 ). 

4. Delete § 942.4 (a) (2) and substitute 
therefor the following: 

(2) Class II milk means all milk dis¬ 
posed of as sweet or sour cream and as 
creamed cottage cheese. 

5. Replace the term “Secretary” by the 
term “War Food Administrator” wher¬ 
ever the former appears in any section. 

6. Following the words “United States 
Department of Agriculture” in § 942.5 
(a) (3) add: “(or such other agency as 
may hereafter be authorized to perform 
this price reporting function)**. 

7. Delete § 942.12 and substitute there¬ 
for the following: 

§ 942.12 Agents. The War Food Ad¬ 
ministrator may, by designation in writ¬ 
ing, name any officer or employee of the 
United States to act as his agent or rep¬ 
resentative in connection with any of the 
provisions hereof. 

8. Delete § 942.4 (d) (5) (ii). 

Copies of this notice of hearing, of the 

tentatively approved marketing agree¬ 
ment, as amended, and the order, as 
amended, now in effect, may be pro¬ 
cured from the Hearing Clerk, Office of 
the Solicitor, United States Department 
of Agriculture, in Room 1331 South 
Building, Washington, D. C., or may be 
there inspected. 

Dated: August 24, 1943. 

Thomas J. Flavin. 

Assistarit to the War 
Food Administrator. 

[F. R. Doc. 43-13821; Filed, August 24, 1943; 

3:34 p. m.] 











